Index to Volume 40 


The index to Volume 40 is composed of three parts: a subject index, an author index, and an advertising index. 


The subject index is made up mainly of terms constructed by International Pharmaceutical Abstracts. The IPA index is an alphabetical, 
open-ended, controlled-vocabulary index that makes use of standardized headings. (The primary index terms for each article are listed routinely 
in the Journal as “index terms” following abstracts.) JPA covers all authored papers in AJHP as well as selected letters, editorials, and news 
reports. Items that were published in the ASHP Reports section, including official ASHP statements and guidelines, are indexed under 
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headings, the titles of items in the “Management Consultation,” “Questions and Answers,” “Editorials,” and “Book Reviews” sections; the 
items covered in “Equipment and Supplies”; the individual reports from affiliated chapters in “ASHP Affiliates”; and the titles of individual 
stories in “News.” Under “News,” items covered in “Appointments and Promotions” and in “News Briefs” are listed after those subheadings. 
The subject index also contains, under the heading “Correction Notices,” the title and issue of publication of items for which corrections 
were printed, as well as the page numbers on which the corrections appear. 


Issue Pages Issue 
January 1-170 July 
February 171-342 August 
March 343-508 September 
April 509-724 October 
May 725-910 November 
June 911-1106 December 


Abbott Laboratories; and Jefferson County Pharma- 
ceutical Association; laws, cases, Supreme Court deci- 
sions, 1537 

Absorption; insulin; incompatibilities, plastics, con- 
tainers, lack, effects, stability, storage, 637 

Accounting 
controlled substances; effects, decentralized operating 

room pharmacy services, 1192 
hospital pharmacy; control, inventory, methods, 981; 
data collection, reports, methods, 1685 
radiopharmacy; effects, computerized management in- 
formation retrieval system, 818 

Accreditation; residencies; drug information, ASHP role, 
1217 

Acetaminophen; interactions; indium In 111 oxine, 

965 

Additives 
see also Admixtures 
injections; bretylium tosylate, incompatibilities, large 

volume, 1010; cefazolin sodium, costs, hospitals, 1187; 
cefazolin sodium, i.v., costs, methods, hospital phar- 
macy, 1653; ceftriaxone, incompatibilities, vehicles, 
2193; cephalosporins, i patibilities, stability, 1024; 
cephradine, stability, effects, alkalinizing agents, con- 
centration and pH, 432; cimetidine hydrochloride, i.v., 
stability, effects, thawing, 1002; clonazepam, incom- 
patibilities, plastics, i.v. admixtures, 1692; diazepam, 
stability, PVC c iners, 417; dob ine, i.v., in- 
compatibilities, LVP solutions, 1690; gentamicin, flow, 
stability, inline filters, administration sets, 1961; in- 
compatibilities, lack, polyolefin administration, 118; 
labetalol hydrochloride, incompatibilities, 1007; lido- 
caine, effects, nitroglycerin, 1980; lidocaine, stability, 
cardioplegic solutions, glass and polyvinyl chloride 
containers, 97; lorazepam, i.v., solubility, and sorption, 
administration sets, 424; methylprednisolone sodium 
succinate, stability, in dextrose or sodium chloride, 
1329; parenteral nutrition, 2146; pentobarbital sodium, 
incompatibilities, dextrose or sodium chloride, lack, 
effects, stability, 294; personnel, pharmacy, training 
programs, aseptic techniques, validation, 400; piggy- 
back, computers, hospital pharmacy, 406; quality as- 
surance, 1940; verapamil hydrochloride, incompati- 
bilities, 1205 
insulin; incompatibilities, plastics, adsorption, bags, 
monitoring methods, 575; incompatibilities, plastics, 
adsorption, peritoneal dialysis bags, 583 


Adhesives; benzoin; tincture compound, i patibili- 
ties, povidone-iodine, pH, mixtures, 1694 
Administration 


budgets; hospital pharmacy, 2181 

clinical pharmacy; practice, and information, hospital 
pharmacists’ role, Maine, survey, 609; services, hospi- 
tals, costs, future, 223 

drug information centers; and poison control centers, 
services, combining, advantages and disadvantages, 
1219 


formularies; databases, hospitals, 813 


Subject index 


health care; finance, trends, effects, hospital pharmacy, 
costs, 1532; government, U.S. Supreme Court antitrust 
decisions, 1537 
hospital pharmacy; computers, injections, 406; effects, 
reimbursement, diagnosis-related groups, Oklahoma, 
1506; financial reports, 1975; information, survey, 1914; 
information systems, 1905; inventory, control, com- 
puters, ABC/EOQ model, 70; management, accounting, 
data collection, reports, methods, 1685; management, 
financial, 1339; management, methods, effects, profits, 
1183; planning, effects, premixed i.v. admixtures, 1043; 
prescriptions, call-in refills, computers, 1954; pur- 
chasing, inventory control, method, 67; quality assur- 
ance, programs, 1974-1982, review, 53; reimbursement, 
strategies, 1489; reports, financial, 1968 
hospitals; costs, control, proposals, 282; effects, reim- 
bursement, diagnosis-related groups, North Carolina, 
1496; effects, reimbursement, diagnosis-related groups, 
strategies, Florida, 1500; reimbursement, diagnosis- 
related groups, management, Michigan, 1499; strategies, 
economic, 1980s, 1483 
nutrition; enteral, hospital pharmacists role, trends, 
857 
pharmacists, hospital; careers, relation, residencies, de- 
grees, 116; directors, role, marketing, survey, 984 
policies and procedures; antibiotics control, 1957; anti- 
neoplastic agents, injections, extravasation, guidelines, 
1516; antineoplastic agents, injections, personnel safety, 
cancer centers, 601; antineoplastic agents, safe handling, 
hospital pharmacy manual, ! 179; drugs, investigational, 
hospital pharmacy, workload data, 64; hospital phar- 
macy work assessment, 2149; representatives, phar- 
maceutical, hospitals, program and activities, 989 
radiopharmacy; computers, effects, information retrieval, 
818 
reimbursement; hospitals, services, trends, methods, 
536 
salaries; pharmacists, hospital, directors, factors af- 
fecting, 1981 survey, 591 
wholesalers; services, hospital pharmacists evaluations, 
1658 
Administrators; hospital pharmacy; role, health-care 
management, costs, 1532 
Admixtures 
see also Additives, injections 
injections; control, quality, hospital pharmacy, 1936; 
decentralized pharmaceutical services, 2141; hospital 
pharmacy work 2149; int , ad- 
sorption, filters, 1323; intravenous, clindamycin, sta- 
bility, glass and plastic containers, 91; intravenous, 
droperidol, stability, glass and polyviny! chloride con- 
tainers, 94; intravenous, effects, microbiological con- 
tamination, simulation, 998; intravenous, hospitals, 
effects, clinical pharmacy practice, Maine, survey, 609; 
intravenous, premixed, hospital pharmacy, 1043; in- 
travenous, premixed, effects, hospital pharmacy prac- 
tice, 1041; pharmaceutical services, hospitals, 1982 
survey, comparison, 1975, 1978, U.S., 963 
Adsorption 
additives; injections, i.v., incompatibilities, filters, inline, 
1323 
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Pages 
1107-1266 
1267-1426 
1427-1588 
1589-1830 
1831-2066 
2067-2296 


clonazepam; incompatibilities, plastics, i.v. admixtures, 
1692 
gentamicin sulfate; lack, injections, inline filters, ad- 
ministration sets, 1961 
insulin; incompatibilities, plastics, bags, binding, 579; 
incompatibilities, plastics, bags, monitoring methods, 
575; incompatibilities, plastics, effects, temperature, 
time, 583 
nitroglycerin; polyvinyl! chloride catheters, 1980 
Adulteration; drugs; liability, pharmacists, dispensing, 
unapproved preparation, 111 
Adverse drug reactions, see Drugs, adverse reac- 
tions 
Advertising; drugs, nonprescription; role, self-medica- 
tion, parental, pediatrics, survey, 1669 
Advertising Index, 170, 342, 508, 734, 910, 1106, 1266, 
1426, 1588, 1830, 2066, 2259 
Aerosols; benzoin; tincture compound, incompatibilities, 
povidone-iodine, mixtures, pH, 1694 
Age 
patients; effects, benzodiazepine package insert com- 
prehension, survey, 828 
pharmacists, hospital; directors, effects, salaries, 1981 
survey, 591; relation, job satisfaction and performance, 
evaluation methods, 1198; role, medical family practice 
residencies, survey, 274 
Aid to Families with Dependent Children; reim- 
bursement; relation, drug use, rural mothers and chil- 
dren, survey, 103 
Air 
contamination; microbiological, HEPA filters, evalua- 
tion, method, 271 
pollution; antineoplastic agents, env 
effects, personnel safety, hospitals, 597 
AJHP Continuing Education, 1062, 1774, 2205 
Alcohols, ethyl; incompatibilities; benzoin, tincture 
compound, povidone-iodine, lack, effects, pH, 1694 
Algorithms, see Protocols, algorithms 
Alkalinizing agents 
arginine; injections, cephradine, stability, effects, con- 
centration and pH, 432 
sodium bicarbonate; incompatibilities, labetalol hydro- 
chloride, additives, injections, 1007 
sodium carbonate; injections, cephradine, stability, ef- 
fects, concentration and pH, 432 
Allopurinol; suspensions; stability, effects, storage, 
temperature, 616 
Ambulatory care 
health; programs, effects, hospital pharmacy, costs, 
1532 
relation; hospital pharmacy, future trends, 1983 Harvey 
A. K. Whitney Lecture Award, 1315 
American Hospital Formulary Service; 25 years of 
progress and innovation in information services, 1035 
American Journal of Hospital Pharmacy 
acknowledgment to reviewers, 2197 
procedure for submission of manuscripts to journals, 
125 
tat t of hi 
1991 
American Society of Hospital Pharmacists 


al toxicity, 


t, and circulation, 
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Annual Index 


affiliated state chapter officers, 1381 
Annual Meeting, 1983; program, 643; contributed papers 
and management case studies, 850; call for papers, 
1767 
Board of Directors; actions, September 24, 1982, meeting, 
123; November 18-19, 1982, meeting, 287; April 28-29, 
1983, meeting, 1207; June 6, 1983, meeting, 1383; Sep 
tember 23, 1983, meeting, 2197 
comments on proposed federal conditions of participa 
tion for hospitals, 1037 
comments on proposed investigational new drug regu 
lations, 1995 
Council on Administrative Affairs; report of, 1367 
Council on Clinical Affairs; report of, 1370 
Council on Educational Affairs; report of, 1371 
Council on Legal and Public Affairs; report of, 1373 
Council on Organizational Affairs; report of, 1374 
Executive Vice President; report of, 1363 
governing documents modernization, 839 
guidelines for pharmacist participation in home paren 
teral nutrition programs, 1386 
guidelines for repackaging oral solids and liquids in single 
unit and unit dose packages, 451 
guidelines for the use of investigational drugs in insti 
tutions, 449 
Harvey A. K. Whitney Lecture Award; 1983, future 
trends in hospital pharmacy, 1315 
House of Delegates, 34th annual session; members of, 
1349; proceedings of, 1347 
Midyear Clinical Meeting, 1983; call for papers and cases 
452; program, 1701 
officers, directors, councils, SIG cabinet, and committees; 
director of, 1379 
President and Chairman of the Board; report of, 1353 
President-elect and Vice Chairman of the Board; report 
of, 1357 
proposed Charter and Bylaws, 1984 
residents completing ASHP-accredited programs 
calendar year 1983, 846 
role; drug information, services, development, 1217 
Special Interest Group Cabinet; report of, 1377 
statement on clinical functions in institutional pharmacy 
practice, 1385 
statement on the formulary system, 1384 
strategic planning activities for 1982-83, 1992 
Treasurer; report of, 1360 
Amino acids 
combination, dextrose; incompatibilities, aminophylline 
injections, 428 
combination, dextrose, electrolytes; incompatibilities 
ceftriaxone injections, 2193 
injections; parentera! nutrition manufacturing, 2146 
Aminoglycosides 
control; hospitals, 1957 
gentamicin sulfate; injections, flow, stability, inline fil 
ters, administration sets, 1961 
pharmacokinetics; dosage, calculati 
lines, hospital pharmacists, 1524 


, training guide 


tobramycin sulfate; incompatibilities, carbenicillin 
stability, aqueous solutions, 1013 
Aminophylline; incompatibilities; bretylium tosylate 
lack, effects, additives, injections, 1010; dobutamine, 
additives, injections, 1690; nutrition, parenteral, solu 
tions, 428 
Amitriptyline, compliance; blood levels, outpatients, 
119 
Amitriptyline hydrochloride; dissolution rates; tablets 
lack, effects, storage in counting machines, 623 
Ampicillin 
additives; injections, i.v., effects, microbiological con 
tamination, simulation, 998 
patient information; format, writing, psychology, 266 
use; hospitals, use, U.S., 1981, 797 
Ampicillins; drug use; hospitals, use, U.S., 1981, 797 
Analgesics and antipyretics 
acetaminophen; interactions, In 111 oxine, 1965 
methadone; therapy, pain, pharmacists’ intervention, 
cancer patients, 1520 
pain; therapy, pharmacists role, 2156 
Analysis 
dexamethasone acetate; stability, sterile suspensions 
2165 
dexamethasone sodium phosphate; stability, injections, 
2165 
digitoxin; tablets, stability, 2161 
nitroglycerin; tablets, stability, 2170 
Anesthetics 
distribution systems; decentralized, satellite operating 
room pharmacy, 1192 
information; hospitals, sources, 2191 
Antacids; effects; lithium carbonate, dissolution, in vitro, 
825 
Antiarrhythmic agents, see Cardiac drugs 
Antibiotics 
ampicillin; patient information, readability, 266 
cephalosporins; injections, contamination, particles, 
reconstituted, 619 
cephradine; stability, injections, effects, alkalinizing 
agents, concentration and pH, 432 


2274 American Journal of Hospital Pharmacy 


clindamycin phosphate; injections, i.v., stability, glass 
and plastic containers, 91 
control; hospitals, 1957 
drug use; hospitals, use, U.S., 1981, 797; review, rational 
therapy, patients, Czechoslovakia, 995 
information; hospitals, sources, 2191 
moxalactam; interactions, creatinine tests, serum and 
urine, 435 
rational therapy; clinical pharmacy services, 1945 
Anticoagulants 
heparin; catheters, nitroglycerin injections, 1980 
heparin sodium; incompatibilities, dobutamine, lack, 
additives, injections, 1690; prescribing, pharmacists and 
physicians, inpatients, 1642 
warfarin; prescribing, pharmacists and physicians, in 
patients, 1642 
Anticonvulsants 
clonazepam; incompatibilities, plastics, i.v. admixtures, 
1692 
phenytoin sodium; incompatibilities, dobutamine, ad 
ditives, injections, 1690 
Antidepressants 
amitriptyline hydrochloride; dissolution rates, tablets, 
lack, effects, storage in counting machines, 623 
tricyclic; metabolites, blood levels, compliance, outpa 
tients, 119 
Antidiabetic agents; tolbutamide; dissolution rates, 
tablets, lack, effects, storage in counting machines, 623 
Anti-emetics; information; hospitals, sources, 2191 
Antihistamines; information; hospitals, sources, 2191 
Anti-inflammatory agents; ibuprofen, interference, 
laboratory tests, 1025 
Antineoplastic agents 
contamination; environment, hospitals, safety, 1163 
dactinomycin; incompatibilities, filters, i.v. injections, 
adsorption, 1323 
injections; intravenous, extravasation, policies and pro 
cedures, kits, 1516; policies and procedures, personnel 
safety, cancer centers, 601 
mithramycin; incompatibilities, filters, i.v. injections, 
adsorption, 1323 
safety; hospital pharmacy, role, handling, 1179 
suspensions; stability, effects, storage, temperature, 
616 
toxicity, environmental; pollution, air, effects, personnel 
safety, hospitals, 597 
vincristine sulfate; incompatibilities, filters, i.v. injec 
tions, adsorption, 1323 
Antituberculars; isoniazid and rifampin; tuberculosis, 
clinic, algorithms, 278 
Apparatus, see Equipment 
Arginine; alkalinizing agents; cephradine, injections, 
stability, effects, concentration and pH, 432 
Aseptic areas 
cleanrooms; contamination control, 1928; filters, HEPA, 
evaluation, method, 271 
hospital pharmacy; intravenous admixtures, 1940 
ASHP, see American Society of Hospital Pharma- 
cists 
ASHP Affiliates, 19, 190, 368, 539, 746, 930, 1134, 1288, 
1445, 1605, 1858, 2094 
Administrative assistance takes various forms for state 
affiliates, 1605 
Affiliated state chapter officers meet in Los Angeles, 
Alabama Society of Hospital Pharmacists, 190, 539, 934, 
1140, 1295, 1445, 1452, 1454, 1610, 1858 
Arizona State Council of Hospital Pharmacists, 368, 544, 
748, 752, 934, 1140, 1295, 1452, 1454, 1858, 2094 
Arkensas Association of Hospital Pharmacists, 190, 934, 
1136, 1140, 1295, 1452, 1454, 1610, 1862 
ASHP urges chapter participation in public education 
car-paign, 1605 
California Society of Hospital Pharmacists, 539, 544, 752, 
933, 934, 1140, 1295, 1454, 1610 
Colorado Society of Hospital Pharmacists, 24, 750, 934 
Connecticut Society of Hospital Pharmacists, 24, 372, 
752, 1140, 1454, 1862, 2108 
District of Columbia Society of Hospital Pharmacists, 
24, 372, 544, 752, 934, 1140, 1295, 1452, 1862, 2107 
Florida Society of Hospital Pharmacists, 20, 544, 752, 
934, 1140, 1295, 1454, 1610, 2094 
Georgia Society of Hospital Pharmacists, 748, 752, 934, 
1140, 1295, 1452, 1454, 2105 
Hawaii Society of Hospital Pharmacists, 539, 1862, 
2108 
Idaho Society of Hospital Pharmacists, 192, 752, 934, 
1140, 1295, 1454 
Illinois Council of Hospital Pharmacists, 3 
134, 1288, 1608, 2108 
1a Society of Hospital Pharmacists, 372, 539, 542, 
1134, 1610 
lowa Society of Hospital Pharmacists, 748, 752, 934, 1140, 
1295, 1858 
Kansas Society of Hospital Pharmacists, 539, 544, 752, 
934, 1140, 1295, 1858 
Kentucky Society of Hospital Pharmacists, 372, 544, 752, 
934, 1140, 1295, 1454, 2096 
Louisiana Society of Hospital Pharmacists, 196, 746, 


539, 544, 
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1454, 1610, 1858, 1862, 2108 
Maaae Society of Hospital Pharmacists, 23, 192, 196, 368, 
544, 750, 752, 1295, 1448, 2108 
Maryland Society of Hospital Pharmacists, 190, 192, 196, 
372, 544, 752, 934, 1295, 1451, 1862, 2108 
Massachusetts Society of Hospital Pharmacists, 24, 750, 
934, 1140, 1295, 1862 
Michigan Society of Hospital Pharmacists, 933, 1140, 
1452, 1608 
Minnesota Society of Hospital Pharmacists, 24, 192, 196, 
539, 746, 930 
Mississippi Society of Hospital Pharmacists, 24, 190, 
1290, 1610, 1858, 1862 
Missouri Society of Hospital Pharmacists, 192, 196, 372, 
544, 1288 
Montana Society of Hospital Pharmacists, 20, 368, 
1295 
Nebraska Society of Hospital Pharmacists, 24, 190, 542, 
544, 1134, 1140, 1858, 1862 
New Hampshire Society of Hospital Pharmacists, 24, 
1140, 1610 
New Jersey Society of Hospital Pharmacists, 192, 196, 
1140, 1295, 1454, 1608, 1610 
New Mexico Society of Hospital Pharmacists, 1448 
New York State Council of Hospital Pharmacists, 19, 24, 
196, 372, 544, 752, 934, 1136, 1140, 1295, 1454 
North Carolina Society of Hospital Pharmacists, 24, 542, 
746, 748, 934, 1140, 1295, 1454, 2107 
North Dakota Society of Hospital Pharmacists, 933 
Ohio Society of Hospital Pharmacists, 24, 196, 372, 544, 
, 1295, 1451, 1454, 1610, 2108 
Oklahoma Society of Hospital Pharmacists, 544, 750, 752, 
1290 
Oregon Society of Hospital Pharmacists, 196, 372, 542, 
544, 933, 1445, 1454, 1862 
Pennsylvania Society of Hospital Pharmacists, 19, 24, 
192, 544, 750, 2, 934, 1140, 1295, 1454, 2094 
Rhode Island Society of Hospital Pharmacists, 542, 544, 
752, 934, 1140, 1295, 1454, 1862 
South Carolina Society of Hospital Pharmacists, 542, 
1295 
South Dakota Society of Hospital Pharmacists, 1290, 
1862, 2108 
State chapter staff members gather at ASHP Annual 
Meeting, 1452 
Tennessee Society of Hospi:al Pharmacists, 24, 196, 1288, 
1452, 1610, 1862, 2108 
Texas Society of Hospital Pharmacists, 23, 24, 196, 372, 
748, 930, 1454, 1610, 1862, 2108 
Utah Society of Hospital Pharmacists, 752, 1290, 1295 
Vermont Society of Hospital Pharmacists, 1452 
Virginia Society of Hospital Pharmacists, 368, 544, 752, 
1445, 1452 
Washington State Society of Hospital Pharmacists, 752, 
1136 
Wisconsin Society of Hospital Pharmacists, 24, 196, 372, 
544, 750, 1134 
ASHP Research and Education Foundation 
call for Foundation aemonstration project proposals, 
453 
call for nominations for Foundation awards, 453 
1984-85 ASHP Research and Education Foundation 
fellowships, 1546 
Automation; injections; pumps, cefazolin sodium, i.v., 
costs, comparison, methods, 1653 
Automation, data processing; accounting; hospital 
pharmacy, data collection, reports, methods, 1685 
Automation, data processing, computers 
additives; injections, hospital pharmacy, 406 
calculators; pharmacokinetics, oral and i.v., models, 
programs, 1673 
codes; bar, product identification, 1698 
drug information; computers, database, comparison, 
retrieval systems, 83; databases, online, searching, costs, 
254; online, retrieval systems, 230; online, searching, 
257; online, searching, pharmacy literature, 240; phar 
maceutical services, hospitals, investigational drugs, 
114 
drugs, investigational; hospitals, discussion, 114; records, 
hospital pharmacy services, worklvad data, 64 
formularies; hospitals, 813 
hospital pharmacy; survey, 1982, comparison, 1975, 1978, 
U.S., 963 
inventory; control, hospital pharmacy, ABC/EOQ model, 
70; control, hospital pharmacy, method, 67 
radiopharmacy; administration, effects, information 
retrieval, 818 
Availability, drugs, see Drugs, availability 
Azathioprine; suspensions; stability, effects, storage, 
temperature, 616 


Benzodiazepines; package inserts; patients, effects, 
comprehension, survey, 828 

Benzoin; tincture compound; incompatibilities, povi- 
done-iodine, pH, mixtures, 1694 


Bibliographic Retrieval Services; drug information; 
online, retrieval systems, 230 
Bioavailability, see Drugs, availability 
BIOSIS Previews; drug information; online, searching, 
240 
Blood levels 
antidepressants; tricyclic, metabolites, compliance, 
outpatients, 119 
ibuproten; interference, laboratory tests, 1025 
monitoring; clinical pharmacokinetics, 1637 
potassium; effects, diuretics and potassium supple- 
mentation, ambulatory geriatrics, 409 
Book Reviews, 158, 340, 496, 902, 1102, 1817, 2060, 
2256 
Achieving Patient Compliance: The Psychology of the 
Medical Practitioner's Role, 496 
Audit Criteria for Drug Utilization Review, Volume 2, 
2060 
Basic Skills in Clinical Pharmacy Practice, 2060 
Capitation for Pharmacy Services, 1817 
Computers in Hospital Pharmacy Management— 
Fundamentals and Applications, 1818 
Coping with the Joint Commission: Pharmacy Services, 
902 
Cost-Benefit and Cost-Effectiveness Analysis in Health 
Care: Principles, Practice, and Potential, 498 
deHaen Nonproprietary Name Index, Volume XIII, 
1941-1981, 158 
Drugs in Litigation: Damage Awards Involving Pre- 
scription and Nonprescription Drugs, Second Edition, 
158 
The Early Years of Federal Food and Drug Control, 
902 
The Economics of Health and Medical Care, An Intro- 
duction, 160 
The Effective Health Care Supervisor, 1102 
Handbook on Injectable Drugs (Third Edition), 1818 
A Handbook of Nuclear Pharmacy, 902 
Hospitals in Transition, 2062 
Manager's Guide to Third-Party Programs, 340 
Managing Computer Systems: Pharmacy and Other 
Hospital Departments, 1104 
Martindale: The Extra Pharmacopoeia, Twenty-eighth 
Edition, 1818 
Medical Risk Management, Preventive Legal Strategies 
for Health Care Providers, 1820 
1983 USP D1, Volumes I and I1, 160 
Orphan Drugs, 340 
OTC Handbook: What to Recommend and Why, 2256 
Pharmacy Technician Training Manual (Fourth Edi- 
tion), 160 
Prescriptions for Death: The Drugging of the Third 
World, 168 
Procedures for Handling Cytotoxic Drugs, 1822 
Quick Reference to Drug Therapy and Nursing Con- 
siderations, 1822 
Reguiation and Inspection of Nuclear Pharmacies, 
Proceedings of a National Conference, 340 
Society and Medication: Conflicting Signals for Pre- 
scribers and Patients, 2062 
Veterinary Drug Index, 341 
You're the Boss, 1824 
Books Received, 170, 342, 500, 722, 904, 1105, 1264, 1588, 
1826, 2064, 2256 
Bretylium tosylate; incompatibilities; additives, injec- 
tions, large volume, 1010 
Bronchodilators 
aminophylline; incompatibilities, dobutamine, additives, 
injections, 1690; incompatibilities, parenteral nutrition, 
428 
theophylline; pharmacokinetics, dosage calculations, 
training guidelines, hospital pharmacists, 1524; stabil- 
ity, effects, containers, unit dose packaging, oral liquids, 
612; stability, parenteral nutrition solutions, 428 
Budgets 
health care; U.S., 1984 federal proposal, 835 
hospital pharmacy, 2181; effects, financial management, 
1339; effects, reimbursement, diagnosis-related groups, 
Pennsylvania, 1503 
Buffers 
ketoconazole; tablets, pH, effects, disintegration, disso- 
lution, in vitro, 1334 
phosphates; effects, carbenicillin, incompatibilities, to- 
bramycin, aqueous solutions, 1013 
Buyers Guide, 2261 


c 


Calcium gluconate; incompatibilities; bretylium tosylate, 
lack, effects, additives, injections, 1010 

Calculations; pharmacokinetics; models, oral and i.v., 
calculators, programs, 1673 


8; progr ble; pharmacokinetics, oral and 
i.v., models, 1673 
California 


hospitals; costs, health care, effects, reimbursement, 


diagnosis-related groups, 1504 
laws; pharmacists, prescribing, limitations, 1343 
Canada; residencies; hospital pharmacy, self-directed 
learning, questionnaire survey, 78 
Cancer, see Antinoeplastic agents 
Cancer drugs, see Antineoplastic agents 
Candida albicans; contamination; emulsions, fats, i.v., 
simulation, growth patterns, 1650 
Carbenicillin 
incompatibilities; tobramycin, stability, effects, con 
centration, 1013 
use; review, rational therapy, patients, Czechoslovakia, 
995 
Carbenicillin disodium; incompatibilities; tobramycin 
sulfate, stability, aqueous solutions, 1013 
Cardiac drugs 
bretylium tosylate; incompatibilities, additives, injec 
tions, large volume, 1010 
digitoxin; incompatibilities, filters, iv. injections, ad- 
sorption, 1323; tablets, stability, 2161 
digoxin; dissolution rates, tablets, lack, effects, storage 
in counting machines, 623 
information; hospitals, sources, 2191 
lidocaine hydrochloride; additives, nitroglycerin injec- 
tions, 1980; incompatibilities, dobutamine, lack, addi- 
tives, injections, 1690; stability, cardioplegic solutions, 
glass and polyviny! chloride containers, 97 
procainamide; incompatibilities, dobutamine, lack, ad 
ditives, injections, 1690 
Cardioplegic; lidocaine hydrochloride; stability, glass and 
polyvinyl chloride containers, 97 
Careers 
pharmacists; job satisfaction, factors affecting, literature 
review, 391 
pharmacists, hospital; relation, residencies, degrees, 
116 
Carts, see Equipment, carts 
Catheters; polyvinyl chloride; incompatibilities, nitro 
glycerin, 1980 
Cefamandole; interactions; tests, creatinine, serum and 
urine, 435 
Cefamandole nafate 
contamination; particles, injections, 1982 
interference; tests, laboratory, glycosuria, 1544 
Cefazolin sodium 
injections, intravenous, reconstitution, comparison, 
prefilled, costs, methods, hospital pharmacy, 1653 
prescribing; effects, physicians, education, clinical 
pharmacists’ role, 1187 
Cefmenoxime; incompatibilities; dextrose, injection, 
stability, 1024 
Cefoperazone; interactions; tests, creatinine, serum and 
urine, 435 
Ceforanide; interactions; tests, creatinine, serum and 
urine, 435 
Cefotaxime; interactions; tests, creatinine, serum and 
urine, 435 
Cefotaxime sodium 
contamination; particles, injections, 1982 
interference; tests, laboratory, . !ycosuria, 1544 
Cefotetan; incompatibilities; dextrose, injections, sta 
bility, 1024 
Cefoxitin 
contamination; particles, injections, 1982 
interactions; tests, creatinine, serum and urine, 435 
Cefoxitin sodium; interference; tests, laboratory, gly 
cosuria, 1544 
Ceftazidime; interactions; tests, creatinine, serum and 
urine, 435 
Ceftizoxime; interactions; tests, creatinine, serum and 
urine, 435 
Ceftriaxone 
incompatibilities; dextrose, injection, stability, 1024 
interactions; tests, creatinine, serum and urine, 435 
Ceftriaxone sodium; incompatibilities; vehicles, i.v., 
2193 
Cellulose esters; filters; adsorption, additives, i.v. in 
jections, 1323 
Cephradine; stability; injections, effects, alkalinizing 
agents, concentration and pH, 432 
Cephalosporins 
cefazolin sodium; injections, i.v., reconstitution, com- 
parison, prefilled, costs, methods, 1653; prescribing, 
physicians, clinical pharmacists’ role, 1187 
ceftriaxone sodium; incompatibilities, i.v. injections, 
2193 
contamination; particles, injections, 1982 
control; hospitals, 1957 
drug use; hospitals, use, U.S., 1981, 797; review, rational 
therapy, patients, Czechoslovakia, 995 
incompatibilities; dextrose, 1024 
injections; contamination, particles, reconstituted, 
anophilized, comparison, commercial, $19 
interactions; tests, creatinine, serum and urine, 435 
interference; tests, laboratory, glycosuria, 1544 
Cephalothin sodium 
comparison, cephapirin sodium, cephradine; injections, 
reconstituted, particulate contamination, 619 
contamination; particles, injections, 1982 
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Cephapirin sodium 
comparison, cephalothin sodium, cephradine; injections, 
reconstituted, particulate contamination, 619 
contamination; particles, injections, 1982 
Cephradine; comparison, cephalothin sodium, cephra- 
dine; injections, reconstituted, particulate contamina- 
tion, 619 
Certification; pharmacists, hospital; pharmacokinetics, 
1524; prescribing, competence, legislation, California, 
1343 
Chem; drug information; online, searching, 240 
Chi bucil. pensi stability, effects, storage, 
temperature, 616 
Chiorthalidone; alone and with potassium; therapy, 
long-term, effects, ambulatory geriatrics, 409 
Chromatography; technetium Tc 99m pentetate; purity, 
evaluations, miniature system, 629 
Cimetidine; interactions; tests, laboratory, guaiac, con- 
centration and pH effects, in vitro, 626 
Cimetidine hydrochloride; stability; admixtures, in- 
jections, i.v., effects, thawing, 1002; effects, containers, 
unit dose packaging, oral liquids, 612 
Classified Advertising, 128, 298, 454, 681, 865, 1069, 
1224, 1388, 1547, 1776, 1998, 2206 
Clearance, see Execretion 
Clindamycin 
stability; injections, i.v., glass and plastic containers, 
91 
use; review, rational therapy, patients, Czechoslovakia, 
995 
Clindamycin phosphate; stability, injections, i.v., glass 
and plastic containers, 91 
Clinical pharmaceutical; services; hospitals, quality 
assurance programs, 1974-1982, review, 53 
Clinical pharmacists 
comparison, physicians; patient information, medical 
histories, hospitals, 1541 
contract services; hospitals, rehabilitation facility, 
1529 
patient education; diabetes .nellitus, services, 991 
prescribing; anticoagulants, pharmacists and physicians, 
inpatients, 1642 
primary care; tuberculosis, clinic, algorithms, 278 
relation; drug information, services, history, 1215 
role; cefazolin sodium, physicians prescribing, hospitals, 
1187; costs, VA clinic, 1952; history, future trends, 1983 
Harvey A. K. Whitney Lecture Award, 1315; metha- 
done, pain therapy, cancer patients, 1520; monitoring, 
medication compliance, geriatrics, retirement com- 
munities, 1509; rational therapy, 1945 
rounds; decentralized services, 2141 
Clinical pharmacy 
consultation; geriatrics, home health care, 1542 
contract services; hospitals, rehabilitation facility, 
1529 
education, pharmaceutical; pharmacists, hospital, pro- 
grams for decentralized services, 807 
hospitals; education, staff and patients, pharmacists’ role, 
program, 810 
nutrition; enteral, hospital pharmacists role, trends, 
857 
pharmacists, hospital; careers, relation, residencies, de- 
grees, 116; decentralized services, 2141 
practice; cefazolin sodium, rational therapy, hospitals, 
1187; hospitals, information, Maine, 609; prescribing, 
pharmacists, legislation, limitations, California, 1343; 
role, drug information services, hospitals, 1217 
services; costs, VA clinic, 1952; decentralized, hospitals, 
Michigan, effects, reimbursement, diagnosis-related 
groups, 1499; drug information centers, role, trends, 
1213; effects, mobile medication carts, 1539; hospitals, 
effects, reimbursement, diagnosis-related groups, 
California, 1504; Illinois, 1508; North Carolina, 1496; 
Oklahoma, 1506; Pennsylvania, 1494, 1503; hospitals, 
future, 223; hospitals, management information sys- 
tems, 1905; hospitals, 1982 survey, comparison, 1975, 
1978, U.S., 963; hospitals, survey, 1914; hospitals, with 
medical family practice residencies, survey, 274; pre- 
scribing, 1945; relation, drug information, history, 
1215 
Clinical studies; drugs, investigational, protocols, review, 
hospital pharmacy role, 64 
Clinitest; tests, laboratory; glycosuria, interference, 
cephalosporins, 1544 
Clonazepam; incompatibilities; containers, glass, plastics, 
iv. admixtures, 1692 
Closures 
injections; quality assurance, 1940 
rubber; injections, stability, 1924 
Codes; bar; identification, products, health care, 1698 
Colistin; use; review, rational therapy, patients, 
Czechoslovakia, 995 
Committees 
drugs, adverse reactions; hospitals, reporting, programs, 
methods, 444; hospitals, reporting programs, 445 
hospitals; role, effects, reimbursement, diagnosis-related 
groups, Pennsylvania, 1494, 1503 
pharmacokinetics; role, training and certification, hos- 
pital pharmacists, 1524 
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representatives, pharmaceutical; hospitals, program, 
989 
Communication; pharmacists, hospital; and health 
professions, effects, decentralized pharmacy services, 
1192 
Community service; drug information centers; con 
sumers, drug use, trends, 1172 
Compliance 
geriatrics; monitoring, medication, clinical pharmacists’ 
role, retirement communities, 1509 
nurses; methods, accounting and inventory control, 
hospitals, 981 
petients; antidepressants, tricyclic, blood levels, outpa 
tients, 119; effects, mobile medication cart services, 
hospital pharmacy, 1539 
Compounding 
dinoprostone; vaginal gels, 2195 
injections; methods, comparison, volumetric pumps, 
821 
Comprehension; patient information; format, writing, 
psychology, 266; package inserts, benzodiazepines, ef 
fects, survey, 828 
Computers 
see also Automation, data processing, computers 
accounting; drugs, control, hospitals, methods, 981 
drug distribution; decentralized pharmaceutical services, 
2141 
drug-distribution systems; decentralized, comparison 
centralized, time studies, hospital pharmacy, 979 
drug information; services, role, hospital pharmacy 
1217 
drug information centers; trends, future, 1172 
hospital pharmacy; effects, profits, management tech 
niques, 1183; effects, reimbursement, diagnosis-related 
groups, Florida, 1500; systems, upgrading, effects, dis 
pensing, 606 
nutrition; parenteral, manufacturing, 2146 
pharmacy services; effects, reimbursement, diagnosis 
related groups, hospitals, Pennsylvania, 1494 
prescriptions; hospital pharmacy, call-in refills, 1954 
programs; equations, patient weight, relation, dosage 
calculations, 1016; reimbursement, effects, diagnosis 
related groups, Michigan hospitals, 1499 
radiopharmacy; administration, effects, information 
retrieval, 818 
terminals; and carts, decentralized drug-distribution 
systems, hospital pharmacy, 976 
Concentration 
acetaminophen; leukocyte labeling, In 111 oxine, 1965 
additives; injections, i.v., adsorption, filters, 1323 
aminophylline; incompatibilities, parenteral nutrition 
428 
bretylium tosylate; additives, injections, lack, effects, 
incompatibilities, 1010 
carbenicillin; incompatibilities, tobrarnycin, lack, effects, 
rate constants, 1013 
ceftriaxone sodium; incompatibilities, i.v. injections, 
2193 
cephalosporins; effects, interference, tests, laboratory 
glycosuria, 1544 
cephradine; injections, stability, effects, alkalinizing 
agents, pH, 432 
cimetidine; effects, interactions, guaiac tests, in vitro. 
626 
cimetidine hydrochloride; admixtures, injections, i.v., 
effects, stability, thawing, 1002 
clindamycin; injections, i.v. effects, stability, 91 
clonazepam; incompatibilities, plastics, i.v. admixtures 
1692 
dexamethasone acetate; stability, 2165 
dexamethasone sodium phosphate; stability, 2165 
diazepam; injections, stability, PVC containers, 417 
digitoxin; tablets, 2161 
drugs; calculations, nomograms, 1696 
emulsions; intravenous, microbial growth patterns 
1650 
ibuprofen sodium; interference, laboratory tests, 1025 
labetalol hydrochloride; additives, injections, effects 
incompatibilities, 1007 
lidocaine; solutions, cardioplegic, stability, glass and 
polyvinyl! chloride containers, 97 
lorazepam; additives, i.v., effects, sorption, administra 
tion sets, 424 
methylprednisolone sodium succinate; effects, vurbidity, 
stability, injections, 1329 
nitroglycerin; analysis, tablets, 2170 
pentobarbital sodium; incompatibilities. dextrose or 
sodium chloride, lack, effects, filtration, solutions, 
294 
tobramycin; incompatibilities, carbenicillin, effects, 
stability, 1013 
Consumers; health care; costs, control, proposals, 282 
Containers 
glass; clindamycin, injections, :.v., stability, 91; droper 
idol, injections, i.v.; effects, stability, 94; lidocaine, 
stability, cardioplegic solutions, 97 
gie~ -omparison, plastics; incompatibilities, clonaze 
pum, iv. admixtures, 1692 
lass, comparison, polypropylene; packaging, unit dose, 


effects, stability, storage, oral liquids, 612 
glass, comparison, polyvinyl chloride; bretylium tosylate, 
lack, incompatibilities, admixtures, 1010 
injections; intravenous, effects, microbiological con- 
tamination, simulation, 998; quality assurance, 1940; 
stability, 1924 
plastics; clindamycin, injections, i.v., stability, 91; in- 
compatibilities, insulin, adsorption, bags, 579; incom- 
patibilities, insulin, adsorption, bags, monitoring 
methods, 575; incompatibilities, insulin, adsorption, 
effects, temperature, time, 583; surption, lorazepam 
injections, concentration effects, storage, 424; incom- 
patibilities, insulin, stability, effects, storage, 637 
plastics, comparison, glass; incompatibilities, clonaze- 
pam, i.v. admixtures, 1692 
polypropylene, comparison, glass; packaging, unit dose, 
effects, stability, storage, oral liquids, 612 
polyvinyl chloride; droperidol, injections, i.v., effects, 
stability, 94; lidocaine, stability, cardioplegic solutions, 
97; parenteral nutrition, 2146; stability, diazepam, 
417 
polyvinyl! chloride, comparison, glass; bretylium tosylate, 
lack, incompatibilities, admixtures, 1010 
prefilled; cefazolin sodium, i.v. injections, comparison, 
reconstituted, costs, methods, 1653 
size; injections, i.v., dextrose, effects, incompatibilities, 
cimetidine, thawing, 1002 
Contamination 
aseptic areas; control, 1928 
digitoxin; tablets, 2161 
environment; technetium Tc 99m sulfur colloid, radio- 
active aerosols, 1695 
hospitals; antineoplastic agents, environment, safety, 
1163 
injections; cephalosporins, particles, 1982; packaging, 
1924 
microbiological; additives, injections, aseptic techniques, 
personnel training programs, validation, 400; emulsions, 
fats, i.v., 2159; emulsions, fats, i.v., simulation, growth 
patterns, 1650; filters, HEPA, evaluation, method, 27 
injections, i.v., simulation, 998 
particles; cephalosporins, injections, reconstituted, 
comparison, 619 
Content uniformity 
digitoxin; tablets, 2161 
nitroglycerin; analysis, tablets, 2170 
tablets; lack, effects, storage in counting machines, 623 
Contract services 
clinical pharmacy; and drug distribution, rehabilitation 
facility, 1529 
liability; hospital pharmacy, 2188 
Contracts 
education; representatives, pharmaceutical, hospital 
pharmacy role, 1661 
purchasing; drugs, hospital, groups, 263 
Contraindications; gluten; celiac diseases, excipients, 
drugs, list, survey, 121 
Control 
antibiotics; hospitals, 1957 
contamination; aseptic areas, 1928 
controlled substances; drug distribution, university, 
hospital pharmacy role, 74 
costs; clinical pharmacy, services , government, future, 
223; health care, proposals, procompetition, 282; hos- 
pital pharmacy, effects, financial management, 1339; 
hospital pharmacy, effects, management techniques, 
1183; pharmacy services, hospitals, effects, reim 
bursement, diagnosis-related groups, Florida, 1500; 
Illinois, 1508; Michigan, 1499; Oklahoma, 1506 
drug-distribution systems; decentralized, effects, hospital 
pharmacy services, 1192 
drugs, investigational; hospital pharmacy, services, 
work load data, 64 
errors; drug-distribution systems, unit dose, hospital 
pharmacy, methods, 970 
inventory; and costs, effects, bar codes, 1698; drugs, 
computers, hospitals, methods, 981; hospital pharmacy, 
computers, ABC/EOQ model, 70; hospital pharmacy, 
effects, reimbursement, diagnosis-related groups, 
Pennsylvania, 1503; hospital pharmacy, purchasing, 
method, 67 
pharmaceutical services; decentralized, hospitals, 2141 
radiopharmaceuticals; inventory, effects, computerized 
management information retrieval system, 818 
Control, quality 
digitoxin; stability, tablets, 2161 
hospital pharmacy; Good Manufacturing Practices, 
1936 
injections; industry, pharmaceutical, 1920; intravenous 
admixtures, 1940 
nitroglycerin; stability, tablets, 2170 
steroids, cortico-; stability, injections, 2165 
Controlled substances 
distribution systems; costs, hospitals, 801; decentralized, 
and inventory control, operating room pharmacy ser- 
vices, 1192 
drug distribution; university, hospital pharmacy control, 


Correction Notices, 216, 570, 778, 950, 1633, 1899, ‘ 
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Antibiotic use in U.S. hospitals in 1981 (May 1983 Arti- 
cle), 2136 

Apology: Primer on clinical pharmacokinetics (Oct 1983 
Special Feature), 2136 

Application of psychological principles to the design of 
written patient information (Feb 1983 Reports), 950 

Developing a formulary for enteral nutrition products 
(Sep 1982 Notes), 216 

Developments related to orphan drug products (May 
1983 Special Feature), 2136 

Diuretic use in an ambulatory elderly population (Mar 
1984 Reports), 950 

Droperidol stability in intravenous admixtures (Jan 1983 
Reports), 570 

Procedure for submission of manuscripts to journals 
published by the American Society of Hospital Phar- 
macists (Jan 1983 ASHP Reports), 778 

Recc dations for handling cytotoxic drugs in hos- 
pitals (Jul 1983 Special Feature), 1899 

South Carolina Society installs officers, presents awards 
(Aug 1983 ASHP Affiliates), 1899 

Stability and compatibility of antitumor agents in glass 
and plastic containers (Dec 1981 Reports), 1633 

Stability guidelines for routinely refrigerated drug 
products (Jan 1983 Reports), 778 

Stability of three oral liquid drug products repackaged 
in unit dose containers (Apr 1983 Reports), 1633 

Cost effectiveness, see Economics, cost benefit anal- 
ysis 
Costs 

additives; cefazolin sodium, i.v., reconstitution, com- 
parison, prefilled, hospital pharmacy, 1653 

admixtures; injections, i.v., premixed, effects, hospital 
pharmacy, 1043 

antibiotics; clinical pharmacy services, 1945; control, 
1957 

cefazolin sodium; prescribing, rational therapy, clinical 
pharmacists’ role, 1187 

clinical pharmacy; services, government, future, 223 

compounding; injections, comparison, two methods, 
821 

computers; drug information, online searching, 254; in- 
jections. hospital pharmacy, 406 

control; purchasing, hospital pharmacy, reimbursement 
strategies, 1489 

discounts; admixtures, injections, i.v., effects, premixing, 
1041; hospitals, health care, U.S. antitrust laws, 1537 

drug distribution; hospital pharmacy, satellites, 1020 

drug-distribution systems; centralized, comparison, 
decentralized unit dose, hospitals, 604; controlled 
substances, hospital personnel and equipment, 801 

drug information; databases, online, retrieval systems, 
230 


drug information centers; and poison control centers, 
services, effects, combining, 1219; searching, online 
databases, libraries, 257 
drugs; accounting, control, computers, hospitals, meth- 
ods, 981; hospital pharmacy, purchasing, inventory 
control, method, 67; purchasing, hospital groups, 263; 
reports, hospital pharmacy, 1968; reports, hospital 
pharmacy, 1975 
fillers; containers, piggyback, comparison, filling meth- 
ods, 87 
formularies; databases, hospitals, 813 
health care; clinical pharmacy services, 1952; control, 
proposais, 222; effects, 1984 federal budget proposal, 
835; effects, hospital pharmacy, 1532; reimbursement, 
effects, prospective pricing, 1493 
hospital pharmacy; accounting, data collection, reports, 
methods, 1685; budgets, 2181; containment, effects, 
management techniques, 1183; effects, financial man- 
agement, 1339; management information, survey, 1914; 
management information systems, 1905 
hospitals; effects, reimbursement, diagnosis-related 
groups, Michigan, 1499; inventory, personnel, effects, 
bar codes, 1698; services, reimbursement, methods, 
586 
inventory; control, hospital pharmacy, computers, 
ABC/EOQ model, 70 
nutrition; parenteral, home, comparison, hospitals, 260; 
parenteral, home, programs, evaluations, patients, 1646; 
parenteral, manufacturing, 2146 
pharmaceutical services; control, effects, reimbursement, 
diagnosis-related groups, hospitals, Florida, 1500; Illi- 
nois, 1508; Oklahoma, 1506; Pennsylvania, 1494, 1503; 
decentralized, operating room, hosptials, 1192; effects, 
reimbursement, diagnosis-related groups, hospitals, 
California, 1504; North Carolina, 1496; geriatrics, 
compliance monitoring, retirement communities, 1509; 
hospitals, diagnosis-related groups, economic strategies, 
1980s, 1483 
CP Digest, 138, 310, 482, 701, 888, 1091, 1251, 1405, 1564, 
1798, 2035, 2241 
Creatinine; excretion; prediction and measurement, 
2175 
Current Literature, 146, 328, 493, 714, 898. 1098, 1256, 
1420, 1574, 1811, 2054, 2250 
Curriculum; education, pharmaceutical; nutrition, en- 


ill 


teral, need and trends, 857 

Cyclophosphamide; toxicity, environmental; pollution, 
air, effects, personnel safety, hospitals, 597 

Cytotoxic agents, see Antineoplastic agents 

Czechoslovakia; drug use; antibiotics, review, rational 
therapy, patients, 995 


D 


Dactinomycin; incompatibilities; filters, inline, mem- 
brane, adsorption, i.v. injections, 1323 
Data collection 
antibiotics; control, hospitals, 1957 
antineoplastic agents; injections, policies and procedures, 
personnel safety, cancer centers, 601; toxicity, envi- 
ronmental, air pollution, effects, personnel safety, 
hospitals, 597 
drug use; relation, anxiety, rural mothers and children, 
survey, 103 
drugs, nonprescription; self-medication, parenteral role, 
pediatrics, survey, 1669 
gluten; excipients, list, drugs and manufacturers, survey, 
121 
hospital pharmacy; accounting, reports, methods, 1685; 
management information systems, 1905, 1914 
job satisfaction; pharmacists, hospital, effects, peer 
performance-evaluation, survey, 1202 
nutrition; parenteral, home, programs, evaluations, pa 
tients, 1646 
package inserts; patients, benzodiazepines, effects, 
comprehension, survey, 828 
pharmaceutical services; hospitals, 1982 survey, com- 
parison, 1975, 1978, U.S., 963 
pharmacists, hospital; careers, relation, residencies, de 
grees, 116; directors, role, marketing, pharmacy services, 
survey, 984 
residencies; hospital pharmacy, self-directed learning, 
Canada, questionnaires, 78; physicians, family practice, 
pharmacists’ role, survey, 274 
salaries; pharmacists, hospital, directors, factors af 
fecting, 1981 survey, 591 
stability; drugs, refrigerated, manufacturers data, survey, 
101 
wholesalers; services, hospital pharmacists evaluations, 
1658 
Databases; online; drug information, retrieval systems, 
230; drug information, searching, 240; drug information, 
searching, librarians, 257; drug information centers, 
consultative services, 1213; drug information centers, 
searching, 254 
Degrees 
Doctor of Pharmacy; pharmacists, hospital, role, medical 
family practice, residencies, survey, 274 
residencies; relation, careers, hospital pharmacy, 116 
de Haen Information Systems; drug information; 
comparison, Drugdex system, contents, evaluations, 
1664 
Demethyldoxepin; compliance; metabolites. doxepin, 
blood levels, outpatients, 119 
Density; gels; dinoprostone, vaginal, 2195 
Desipramine; compliance; blood levels, outpatients, 
119 
Detergents; effects; insulin, incompatibilities, plastics, 
bags, adsorption, 579 
Dexamethasone acetate; suspensions; stability, sterile 
injections, 2165 
Dexamethasone sodium phosphate; stability; injections, 
2165 
Dextrose 
and electrolytes; incompatibilities, lack, dobutamine, 
LVP solutions, 1690 
combination, amino acids; incompatibilities, amino 
phylline, injections, 428 
effects; carbenicillin, incompatibilities, tobramycin, 
aqueous solutions, 1013 
incompatibilities; bretylium tosylate, large volume i.v 
admixtures, 1010; ceftriaxone, i.v. injections, 2193; ci 
metidine hydrochloride, admixtures, injections, i.v., 
effects, thawing, 1002; pentobarbital sodium, lack, ef 
fects, stability, solutions, 294 
injections; additives, i.v., lorazepam, solubility, sorption, 
PVC administration sets, 424; clindamycin, i.v., sta 
bility, glass and plastic containers, 91; clonazepam, in 
ompatibilities, containers, i.v. admixtures, 1692; dil- 
uents, cephradine, stability, effects, alkalinizing agents, 
pH, 432; droperidol, effects, stability, glass and poly- 
vinyl chloride containers, 94; gentamicin, flow, stability, 
inline filters, administration sets, 1961; incompatibili- 
ties, cephalosporins, 1024; intravenous, cardioplegic, 
lidocaine stability, glass and polyvinyl chloride con- 
tainers, 97; intravenous, effects, additives, adsorption, 
filters, 1323; methylprednisolone sodium succinate, 
effects, stability, 1329; parenteral nutrition manufac- 
turing, 2146 
Diabetes mellitus; patient education; clinical pharma- 


cists, services, role, 991 
Diagnosis-related groups; reimbursement; effects, 
health care, hospital pharmacy services, California, 1504; 
Florida, 1500; Illinois, 1508; North Carolina, 1496; 
Oklahoma, 1506; Pennsylvania, 1494, 1503; hospitals, 
economic strategies, 1980s, 1483; hospitals, Michigan, 
1499; pricing, prospective, health care, 1493; reports, 
hospital pharmacy, 1968 
DIALOG; drug information; online, retrieval systems, 
230 
Dialysis; containers; plastics, incompatibilities, insulin, 
adsorption, bags, monitoring methods, 575; plastics, in- 
compatibilities, insulin, adsorption, effects, temperature, 
time, 583 
Diastix; tests, laboratory; glycosuria, interference, 
cephalosporins, 1544 
Diazepam; stability; polyvinyl chloride, containers, 417 
Dietary supplements; potassium; and diuretics, therapy, 
long-term effects, ambulatory geriatrics, 409 
Diffusion; insulin; incompatibilities, plastics, effects, 
adsorption, bags, 579 
Digitoxin 
incompatibilities; filters, inline, membrane, adsorptin, 
LV. injections, 1323 
stability; tablets, storage, 2161 
Digoxin 
dissolution rates; tablets, lack, effects, storage in counting 
machines, 623 
incompatibilities; bretylium tosylate, lack, effects, ad 
ditives, injections, 1010 
Diluents; injections; cephradine, stability, effects, al 
kalinizing agents, concentration and pH, 432 
Dinoprostone; gels; vaginal, compounding, 2195 
Disinfectants; povidone-iodine; incompatibilities, ben 
zoin, tincture compound, pH, mixtures, 1694 
Disintegration 
ketoconazole; tablets, effects, pH, in vitro, 1334 
nitroglycerin; tablets, 2170 
Dispensing 
antibiotics; control, hospitals, 1957 
drugs; effects, hospital pharmacy reimbursement strat 
egies, 1489 
drugs, investigational; hospital pharmacy services, 
workload data, 64; hospital pharmacy, methods, clinical 
research center, 1020 
hospital pharmacy; computers, systems, effects, 
upgrading, 606; discharge patients, 2153; outpatients, 
prescriptions, call-in refills, computers, 1954 
pharmacists; liability, unapproved use or preparation, 
lll 
radiopharmaceutical; effects, computerized management 
information retrieval system, 818 
unit dose; decentralized, mobile carts and computer 
terminals, hospital pharmacy, 976 
Dissolution 
digitoxin; tablets, 2161 
lithium carbonate; effects, antacids, in vitro, 825 
nitroglycerin; tablets, 2170 
Dissolution rates 
ketoconazole; tablets, effects, pH, in vitro, 1334 
nitroglycerin; tablets, 217¢ 
tablets; stability 
chines, 623 
Diuretics 
alone and with potassium; therapy, long-term, effects, 
ambulatory geriatrics, 409 
furosemide; incompatibilities, dobutamine, additives, 
injections, 1690; stability, effects, containers, unit dose 
packaging, oral liquids, 612 
hydrochlorothiazide; dissolution rates, tablets, lack, ef 
fects, storage in counting machines, 62: 
Dobutamine hydrochloride; stability; injections, i.v., 
additives, LVP solutions, 1690 
Dopamine hydrochloride; incompatibilities; lack, 
dobutamine, additives, injections, 1690 
Dosage 
antibiotics; clinical pharmacy services, 1945 
anticoagulants; prescribing, pharmacists and physicians, 
inpatients, 1642 


lack, effects, storage in counting ma 


calculations; antineoplastic agents, hospital pharmacy, 
manual, 1179; pharmacokinetics, hospital pharmacists, 
training and certification, 1524 
cefazolin sodium; rational therapy, clinical pharmacists’ 
role, hospitals, 1187 
formulas: calculations, relation, patient weight, 1016 
ibuprofen; interference, laboratory tests, 1025 
insulin; incompatibilities, plastics, adsorption, peritoneal 
dialysis bags, 583 
methadone; clinical pharmacists, role, pain therapy, 
cancer patients, 1520 
Dosage forms; drugs; liquid, oral, stability, effects, unit 
dose packaging, storage, 612 
Dosage schedules 
analgesics and antipyretics; hospital pharmacists’ role, 
2156 
diuretics; long-term, effects, ambulatory geriatrics, 
409 
pediatrics; equations, and nomograms, estimates, ideal 
body mass, 107 
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Doxepin; compliance; blood levels, outpatients, 119 
Doxorubicin; toxicity, environmental; pollution, air, ef- 
fects, personnel safety, hospitals, 597 
DRGs, see Diagnosis-related groups 
Droperidol; stability; injection, i.v., glass and polyvinyl 
chloride containers, 94 
Drug administration 
additives; injections, i.v., adsorption, filters, 1323 
antineoplastic agents; hospital pharmacy, policies and 
procedures, manual, 1179; injections, i.v., errors, ex 
travasation, 1516 
lorazepam; injections, i.v. 
ministration sets, 424 
nutrition; enteral, hospital pharmacists’ role, trends, 
857 
self-medication; nonprescription, parental role, pediat 
rics, survey, 1669 
Drug administration rate 
diazepam; effects, stability, PVC administration sets, 
17 
gentamicin sulfate; injections, flow, inline filters, ad 
ministration sets, 1961 
nitroglycerin; incompatibilities, 
1980 
replacement solutions; injections, i.v., effects, microbi 
ological contamination, simulation, 998 
Drug administration routes 
intravenous; errors, antineoplastic agents, extravasation, 
1516 
pharmacokinetics; clinical, monitoring, 1637 
Drug distribution 
antineoplastic agents; hospital pharmacy, policies and 
procedures, manual, 1179 
contract services; hospitals, rehabilitation facility, 
1529 
drugs, investigational; hospital pharmacy 
workload data, 64 
hospital pharmacy; effects, reimbursement, strategies, 
1489; quality assurance, programs, 1974-1982, review, 
services, medical family practice, residencies, survey, 


flow, effects, sorption, ad 


pwyvinyl chloride, 


services, 


hospitals; and patient information, profile, methods, 
2020 
operating room; pharmacy services, decentralized, hos 
pitals, 1192 
Drug-distribution systems 
carts; comparison, satellite pharmacy, hospitals, 1539 
centralized; hospital pharmacy, effects, reimbursement, 
diagnosis-related groups, Illinois, 1508 
controlled substances; costs, hospitals, 801; university, 
hospital pharmacy control, 74 
costs; centfalized, comparison, decentralized unit dose, 
hospitals, 604 
decentralized; comparison, centralized, time studies, 
computers, hospival pharmacy, 979; discharge patients, 
2153; drugs, investigational, hospital pharmacy services, 
workload data, 64; effects, drug information services, 
hospital pharmacy, 1217; pharmaceutical services, op 
erating room, hospitals, 1192 
hospitals; computers, effects, accounting and control 
methods, 981 
unit dose; decentralized, mobile carts and computer 
terminals, hospital pharmacy, 976; decentralized 
pharmaceutical services, 2141; equipment, carts, de 
centralized pharmacy services, evaluation, 293; hospital 
pharmacy, 1982 survey, comparison, 1975, 1978, U.S., 
963; hospital pharmacy, survey, 1914; hospitals, effects, 
clinical pharmacy practice, Maine, survey, 609; quality 
assurance, hospital pharmacy, methods, 970 
Drug histories, see Patient information, drug histo- 
ries 
Drug information 
admixtures; injections, i.v., effects, premixing, 1041 
antineoplastic agents; monographs, hospital pharmacy 
manual, 1179 
clinical pharmacists; role, methadone therapy, pain 
cancer patient, 1520 
computers; database, comparison, retrieval systems, 
83 
contract services; clinical pharmacy, rehabilitation fa 
cility, 1529 
drugs, investigational; computers, pharmaceutical ser 
vices, hospitals, 114; hospital pharmacy, services, 
workload data, 64 
hospital pharmacy 
methods, 448 
hospitals; pharmacists, role, specialty educational pro 
gram, 810 


telephone, recorded messages, 


nonprescription; sources, self-medication, parental, pe 
diatrics, survey, 1669 

package inserts; patients, benzodiazepines 
comprehension, survey, 828 

patient education; comprehension, written format, 266 

pharmacists, hospital; role, mobile medication cart ser 
vices, 1539 

searching; computers, online searching, costs, 254; da 
tabases, online, 240; formularies, hospitals, 813; online, 
librarians, 257; online, retrieval systems, 230 

services; history, trends, 1215; online, effects, drug in 


effects, 
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formation centers, trends, 1213; relation, clinical 
pharmacy practice and ASHP, 1217 

sources; hospitals, comparison, 2191 

stability; temperature, manufacturers data, survey 
101 

systems; evaluations, de Haen and Drugdex, contents 
1664 

Drug information centers 

and poison control centers; services, combining, advar 
tages and disadvantages, 1219 
computers; searching, online searching, online 
costs, 254 

future; history, trends, 1213 

history; review, 1172 

relation; clinical pharmacy, practice, hospitals 

Drug interactions 

acetaminophen and indium In 111 oxine; lack, effects, 
leukocyte labeling, 1965 

cephalosporins and tests, laboratory; creatinine, serum 
and urine, 435 

cimetidine and tests, laboratory; guaiac, concentration 
and pH effects, in vitro, 62¢ 

ibuprofen and tests, laboratory, 1025 

indium In 111 oxine and acetaminophen; lack effects 
leukocyte labeling, 1965 

information; evaluations, de Haen and Drugdex infor 
mation systems, contents, 1664 

tests, laboratory and cephalosporins; creatinine, serum 
and urine, 4 

tests, laboratory and cimetidine; effects, concentration 
and pH, on guaiac tests, in vitro, 626 

tests, laboratory and ibuprofen; 1025 

Drug product selection; therapeutic; hospital pharmacy 
1982 survey, comparison, 1975, 1978, U.S., 963 

Drug Reaction Alerts, | 28, 494, 714, 898, 1099, 1256 
1420, 1574, 1811 5 

Drug use 

antibiotics; control, hospitals, 1957; hospitals, use, U.S. 
1981, 797; review, rational therapy, patients, Czecho 
slovakia, 995 

cefazolin sodium; review, effects, rational therapy, clin 
ical pharmacists’ role, 118 

clinical pharmacy; services, VA clinic, 1952 

diuretics; therapy, long-term effects, ambulatory geri 
atrics 409 

drugs, nonprescription; selection, self-medication, pa 
ental, pediatrics, survey, 1669 

hospital pharmacy; role, economic strategies, 1980s. 
1483 

hospitals; clinical pharmacy services, 1945 

information; hospitals, sources, comparison, 2191 

injections; intravenous, computers, hospital pharmacy 
406 

review; effects, hospita: pharmacy reimbursement 
strategies, 1489; effects, reimbursement, diagnosis 
related groups, hospital pharmacy, California, 1504 
hospital pharmacy, quality assurance 
1974-1982, review, 53 

sociology; relation, anxiety, rural mothers and children, 
survey, 10 

Drugdex; drug information; comparison, de Haen system 
contents, evaluations, 1664 

Drugs 

new; effects, hospital pharmacy, future trends, 198 
Harvey A. K. Whitney Lecture Award, 1315; relation 
clinical pharmacy, future, 223 

orphan; development, discussion, 791 

reconstitution; admixtures, injections, i.v., effects, pre 
mixing, 1041; antineoplastic agents, hospital pharmacy 
manual, 1179; cefazolin sodium, i.v., costs, methods 
hospital pharmacy, 1653 
2193; cephalosporins, incompatibilities, dextrose in 


program 


ceftriaxone i.v. injections, 


jections, stability, 1024; cephalosporins, injections 
particulate contamination, comparison, 619; pharma 
cists, liability, unapproved preparation, 111 
returns; i.v. additives, 2149 
selection; nonprescription, self-medication, parental 
pediatrics, survey, 1669; physicians, prescribing, ap 
propriateness, relation, documentation, 1513 
unapproved use; pharmacists, dispensing, liability, 111 
Drugs, adverse reactions 
reporting; hospital pharmacy, programs, methods, 444 
hospitals, programs, 445 
reports; and review, hospital pharmacy, methods, 1022 
Drugs, availability; pharmacokinetics; clinical, moni 
toring, 1637 
Drugs, body distribution; pharmacokinetics; clinical, 
monitoring, 1637 
Drugs, investigational 
data processing; hospitals, discussion, 114 
dispensing; hospital pharmacy, and patient information 
profile, methods, 1020 
hospital pharmacy; services, workload data, 64 
information; computers, pharmaceutical services, hos 
pitals, 114 
Drugs, nonprescription 
and methadone; clinical pharmacists, role, recommen 
dation, cancer patients, 1520 
drug use; relation, anxiety, rural mothers and children 
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survey, 103 
use; selection, self-medication, parental, pediatrics, 
survey, 1669 


Economics 

budgets; hospital pharmacy, 2181 

contract services; clinical pharmacy, rehabilitation fa 
cility, 1529 

cost benefit analysis; cefazolin sodium, rational therapy 
clinical pharmacists’ role, 1187; clinical pharmacy ser 
vices, 1952; clinical pharmacy, services, future, 223 
computers, online searching, drug information centers 
254; drug-distribution systems, comparison, methods 
hospitals, 604; drug-distribution systems, controlled 
substances, hospitals, 801; drug information, and poison 
control centers, services, combining, 1219; drug infor 
mation centers, online searching, librarian, 257; for 
mularies, databases, 813; hospitals, effects, reim 
bursement, diagnosis-related groups, North Carolina, 
1496; injections, computers, hospital pharmacy, 406; 
parenteral nutrition manufacturing, 2146; pharma 
ceutical services, decentralized, hospitals, 1192; phar 
maceutical services, health care, hospital pharmacists 
role, U.S., 1537; pharmaceutical services, reimburse 
ment, diagnosis-related groups, hospitals, Pennsylvania 
150. 

drug information; services, funds, trends, 1215 

drug information centers; guidelines, trends, 12 
trends, future, 1172 

drugs; inventory control, economic order quantity, hos 
pital pharmacy, computers, 70; orphan, development 
research funds, 79 

health care; budgets, 1984 federal proposal, 835; pro 
posals, procompetition, 282; trends, effects, hospital 
pharmacy, costs, 1532 

hospital pharmacy; costs, control, financial management 
1339; data collection, accounting, reports, methods 
1685; financial reports, 1975; profits, effects, manage 
ment techniques, 1183; purchasing, inventory control, 
method, 67; reports, financial, 1968 

hospitals; costs, control, effects, bar codes, 1698; effects 
economic strategies, 1980s, 1483 

nutrition; parenteral, costs, comparison, home, hospitals 
260; parenteral, home, programs, evaluations, patients 
164€ 

purchasing; drugs, hospital groups, 263 

reimbursement; diagnosis-related groups, effects, hos 
pital pharmacy, California, 1504; Florida, 1500, Illinois 
1508; Oklahoma, 1506; Pennsylvania, 1494; hospitals 
services, trends, methods, 586 

Edetate sodium; effects; carbenicillin, incompatibilities 


tobramycin, lack, aqueous solutions, 1013 


Editorials, 51, 219, 389, 573, 787, 959, 1159, 1313, 1479 
1635, 1901, 2139 
Avoiding common flaws in stability and compatibility 
tudies of injectable drugs, 1159 
Balance, 2139 
Computer-assisted drug literature retrieval, 220 
The contemporary huspital formulary system, 131 
Establishing quality-assurance systems for admixture 
services, 1902 
lhe euphoria factor, 5 
Help ASHP prepare for the future, 1901 
How much control for controlled substances 
Medical editors discover clinical pharmacy, 
The 1983-84 ASHP Practice Spotlight: Safe handling of 
cytotoxic drugs, 1161 
lhe paperless pharmacy library, 219 
Preparing for prospective pricing, 1479 
Progress in hospital pharmacy, 960 
Reflections on AJHP growth, 1635 
Toward a better measure of drug use, 7 
What is ASHP? 389 
What's in a name? 1480 
Why not the medical model for pharmaceutical educa 
tion? 959 
Education 
competency; additives, injections, training programs. 
aseptic techniques, pharmacy personnel, 400 
continuing; pharmacists, hospital, and health profes 
sions, clinical pharmacy, Maine, 609; physicians 
pharmaceutical representatives’ role, hospitals, pro 
gram, 989 
hospitals; staff, and patients, pharmacists’ role 
specialties, program, 810 
patients; effects, benzodiazepine package insert com 
prehension, survey, 828 
personnel, pharmacy; additives, injections, training 
programs, aseptic techniques, validation, 400; com 
puters, injections, 406; hospitals, effects, premixed i.v 
admixtures, 1043 
pharmacists, hospital; directors, effects, salaries, 1981 
survey, 591 
physicians; aatibiotics control, 1957; cefazolin sodium, 
rational therapy, clinical pharmacists’ role, 1187; resi 
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dencies, family practice, pharmacists’ role, survey, 
274 
representatives, pharmaceutical; hospital pharmacy, role, 
1661 
searching; databases, drug information, online, retrieval 
systems, 230 
Education, pharmaceutical 
continuing; independent study, certification, pharma 
cokinetics, hospital pharmacisis, 1524; personnel, 
pharmacy, reimbursement, diagnosis-related groups, 
Michigan hospitals, 1499 
clinical pharmacy; pharmacists, hospital, programs, for 
decentralized services, 807 
curriculum: management, residencies, clinical pharmacy, 
future, 223 
degrees; relation, careers, hospital pharmacy, 116 
drug information; pharmacists, trends, 1215 
drug information centers; effects, trends, 1213 
externships; pharmacy, students, consultation, geriatrics, 
1542 
nutrition; enteral, curriculum, need and trends, 857 
personnel, pharmacy; antineoplastic agents, safety 
policies and procedures, cancer centers, 601 
pharmacists hospital; directors, relation, marketing, 
services, survey, 984 
residencies, degrees, relation, careers, 116; drug infor 
mation, ASHP accreditation, 1217; hospitals, self-di 
rected learning, Canada, questionnaire survey, 78; 
pharmacists, hospital, directors, effects, salaries, 1981 
survey, 591 
resuscitation; cardiopulmonary, manuals, evaluation 
403 
Educators; pharmacists 
residencies. degrees, 1 
Electrolyt: 
combination, amino acids, dextrose; incompatibilities, 


ceftriaxone injections, 219 


hospital; careers, relation 


incompatibilities; lack, dobutamine, LVP solutions 
690 

nutrition, parenteral; incompatibilities, aminophylline 
428 

Elimination, see Metabolism 

Emergency kits; extravasation; antineoplastic agents, 
i.v. injections, management, hospital pharmacy, 1516 

Emetics; information; hospitals, sources, 2191 

Emulsions 

fats; intravencais, microbial growth, 2159 

safflower oil; intravenous, microbial growth patterns, 

soybean oil; intravenous, microbial growth patterns, 
1650 

Environment; patients; reading, effects, benzodiazepine 
package insert comprehension, survey, 828 

Equations 

sorption; diazepam, stability, PVC containers and sets, 
417 

weight; patients, relation, dosage calculations, 1016; 
pediatrics, estimates, ideal body mass, 107 

Equipment 

carts; and computers, decentralized drug-distribution 
systems, hospital pharmacy, 976; drug-distribution 
systems, unit dose, decentralized pharmacy services, 
evaluation, 293; effects, drug distribution, and clinical 
pharmacy services, hospitals, 1539 

costs; controlled substances, distribution systems, hos 
pitals, 801 

counters; automated, tablets, storage, lack, effects, dis 
solution rates and content uniformity, 623 

filtration; technology, 1921 

hospital pharmacy; costs, effects, management tech 
niques, 1183; survey, 1982, comparison, 1975, 1978, U.S. 
963 

injections; fillers, containers, piggyback, comparison, 
methods, 87 

Instafil; containers, i.v., comparison, filling methods, 


8 


pumps; injections, compounding, volumetric, compari 
son, conventional methods, 821; injections. i.v., cefazolin 
sodium, costs, comparison, methods, hospital phar 
macy, 1653; parenteral nutrition manufacturing, 2146 

Valleylab i.v. 6500 Formulator; containers, i.v., com 
parison, filling methods, 87 

Wheaton Unispense Model II; containers, i.v., compari 
son, filling methods, 87 

Equipment and Supplies, 691, 1242, 1792, 2229 

Abbott Laboratories, enteral pump set and nitroglycerin 
i.v. administration set, 1793 

American Convertors, division of American Hospital 
Supply Corp.. biological mask, 697 

AMSCO/American Sterilizer Company, sink module, 
691 

Auto Syringe, Division of Travenol | 
portable pulsatile infusion pump, 1796 
AVI, Inc., volumetric infusion systems, 1792 

Ayrking Corp., security window, 1794 

The Baker Company, Inc., “Factors to Consider Before 
Selecting a Laminar Flow Biological Safety Cabinet,” 


oratories, Inc 


Bally, Case, & Cooler, Inc., refrigerators, 691 
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Beckman Instruments, Inc., quinidine reagent test kit, 
1795 

Becton-Dickinson, syringe, 1242 

Burron Medical Inc., transfer and irrigation systems, 
1242 

Cardiac Pacemakers, Inc., 


insulin infusion pumps, 


Cutter Medical, low-volume i.v. filter, 1793 

Digimedics Corporation, entry-level computer system, 
1793 

DIMES, Inc., computer-based information system, 1792; 
Drug Therapy Management Program, 2230 

General Electric Company, laminate insert for security 
window, 1794 

Germfree Laboratories, Inc., containment hood, 698 

Honeywell, Inc., entry-level computer system, 1793 

IMED Corporation, administration set, 1242 

Insulgard Corp., security window, 692 

International Medical Industries, i.v. system adapters, 
2299 

IVAC, infusion control devices, 1795 

rhe Jewett Refrigerator Company, Inc., catalog, 1796 

JPR Industries, Tamper-tuf containers, 1794 

Kebo Production, soap or sterile solutions dispenser, 

Kirby Lester Inc., labeling systems, 1244 

L.G.S. Health Products, pill splitter, 1248 

LifeScan, Inc., photometer for diabetics, 1248 

Lionville Systems, Inc., medication cart, 697; night 
cabinet, 2232 

Loral Packaging, vials and closures, 1242 

Master Medical Corporation, i.v. administration set, 


O Health Services, pharmacy management 
1242 
Medical Data Management Systems, computerized 
Metabolic Status/Support System, 2232 
Medical Engineering, Inc., computerized consult system, 
692 
Medi-Crush Company, medication tray, 1792 
Medimix Products, Inc., reconstitution device, 2230 
Medi-Span, Inc., pricing guide, 1248 
Meditech, computerized pharmacy system, 2229 
Med-Safe Supply, Inc., disposal system for needles and 
syringes, 1792 
Mettler Instrument Corporation, product catalog, 
1244 
Orange Medical Instruments, insulin infusion pump, 


Park Surgical Company, Inc., syringe destroyer, 1244 
Pure Aire Corporation, safety cabinets, 692, 2229 

Revco, Rheem Manufacturing Company, refrigerators, 
694 


Ross Laboratories, portable enteral nutrition pump, 
69S 
Saf-T-Case, security vault door, 692 
r'ravenol Laboratories, Inc., infection control system, 
1796 
Union Carbide—Linde Division, video training package, 
694 
United Hospital Supply Corp., medication carts, 694; 
medication cases and filing cabinets, 1794 
Valleylab, Inc., volumetric infusion device, 691 
lhe Veterinary Information Company, Inc., stock find 
ing service, 1242 
Waterloo Industries Inc., cassette, 691; treatment cart, 
2230 
Wheaton Instruments, automatic liquid dispensing 
system, 2229 
Windsor Medical, Inc., ambulatory insulin infusion de 
vice, 1792 
Equivalency, therapeutic; purchasing; effects, costs, 
hospital pharmacy, 1183 
Errors 
dispensing; hospital pharmacy, discharge patients, 2153; 
hospital pharmacy, effects, patient information, profile, 
methods, 1020; radiopharmaceuticals, effects, com 
puterized management information retrieval system, 
818 
drug administration; antineoplastic agents, injections, 
i.v., extravasation, 1516 
drug-distribution systems; unit dose, control methods, 
hospital pharmacy, 970 
prescriptions; physicians, correction, time studies, 414 
tests, laboratory; glycosuria, interference, cephalosporins, 
1544 
Errors, medication; geriatrics; effects, pharmacists 
consulting service, 1542 
Erythromycin; use; hospitals, use, U.S., 1981, 797 
Escherichia coli; contamination; emulsions, fats, i.v., 
simulation, growth patterns, 1650 
Ethics; pharmacists; liability, suicides from drug over 
dose, discussion, 439 
Examinations 
clinical pharmacy; pharmacists, hospital, decentralized 
services, programs, 807 
pharmacokinetics; guidelines, dosage calculations, blood 
sampling, hospital pharmacists, 1524 
Excerpta Medica; drug information; online, searching, 


240 
Excipients; gluten; list, drugs and manufacturers, survey, 
121 
Excretion 
creatinine; prediction and measurement, 2175 
drugs; half-life, calculations, nomograms, 1696 
Expiration dates 
admixtures; injections, i.v., effects, premixing, 1041 
digitoxin; tablets, 2161 
injections; packaging, 1924 


Family practice; physicians; residencies, pharmacists 
role, survey, 274 
Fats; emulsions; intravenous, microbial growth, 2159 
Filters 
HEPA; laminar flow, evaluation, method, 271 
nline; injections, gentamicin, flow, stability, adminis 
tration sets, 1961; injecticns, i.v., adsorption, additives, 
1323; pentobarbital sodium, lack, effects, concentration, 
injections, 294 
membrane; injections, hospital pharmacy, 1940; tech 
nology, 1921 
ultra; membrane, 1921 
Filtration 
gentamicin sulfate; inline, injections, flow, stability, 
administration sets, 1961 
injections; quality assurance, 1940 
membrane; technology, 1921 
Financial Management, 1339, 1532, 1685, 1968, 1975, 
181 
Financial management; hospital pharmacy; reports, 
1968, 1975 
Floor stock 
hospital pharmacy; decentralized services, 2141 
hospitals; accounting, control, computers, methods, 
98] 
Florida; hospitals; effects, reimbursement, diagnosis 
related groups, strategies, 1500 
Flow 
injections; gentamicin, inline filters, administration sets, 
1961 
rates; filtration, membrane, 1921; injections, lorazepam, 
effects, sorption, PVC administration sets, 424; nitro 
glycerin, incompatibilities, polyvinyl chloride, 1980 
Fluorouracil; toxicity, environmental; pollution, air, 
effects, personnel safety, hospitals, 597 
Food and Drug Administration (U.S.) 
digitoxin; stability, 2161 
nitroglycerin; stability, analysis, 2170 
steroids, cortico-; stability, 2165 
Food, Drug and Cosmetic Act; adulteration; drugs, lia 
bility, pharmacists, dispensing, 111 
Forms 
drugs, investigational; hospital pharmacy, services, 
workload data, 64 
patient information; profile, modified, hospital phar 
macy, 1020 
Formularies 
databases; hospitals, 813 
hospital pharmacy; drugs, review, effects, profits, 1183; 
purchasing, inventory control, method, 67 
hospitals; antibiotics control, 1957 
Formulary system; hospital pharmacy; control, effects, 
reimbursement, strategies, 1489; effects, reimbursement, 
diagnosis-related groups, Florida, 1500; Illinois, 1508; 
North Carolina, 1496; Oklahoma, 1506 
Formulations 
cephradine; injections, stability, effects, alkalinizing 
agents, concentration and pH, 432 
dinoprostone; vaginal gels, 2195 
Freezing 
cephalosporins; incompatibilities, additives, effects, 
stability, dextrose injections, 1024 
cimetidine hydrochloride; admixtures, injections, i.v., 
effects, stability, 1002 
Fungicides; ketoconazole; tablets, pH, effects, disinte 
gration, dissolutica, in vitro, 1334 
Furosemide 
alone and wi ssium; therapy, long-term, effects, 
ambulatory geria ..cs, 409 
incompatibilities; dobutamine, additives, injections, 
1690 
stability; effects, containers, unit dose packaging, oral 
liquids, 612 


G 


Gastrointestinal drugs 
cimetidine; interactions, guaiac tests, concentration and 
pH effect, in vitro, 626 


cimetidine hydrochloride; admixtures, injections, i.v., 


effects, stability, thawing, 1002; stability, effects, con 
tainers, unit dose packaging, oral liquids, 612 
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Gels; dinoprostone; vaginal, compounding, 2195 
Gentamicin; use; review, rational therapy, patients, 
Czechoslovakia, 995 
Gentamicin sulfate; injections; flow, and stability, inline 
filters, administration sets, 1961 
Geogr. phy 
drug information centers; regional, economics, proposals, 
1213; regional, future trends, 1215 
hospital pharmacy; effects, services, 1982 survey, com 
parison, 1975, 1978, U.S., 963 
hospitals; effects, pharmacy directors’ salaries, 1981 
survey, 591 
Geriatrics 
compliance; monitoring, medication, clinical pharma- 
cists’ role, retirement communities, 1509 
diuretics; alone and with potassium, therapy, long-term 
effects, ambulatory patients, 409 
patient information; consultation, pharmacists, home 
health care, 1542 
Glass 
comparison, plastics; containers, incompatibilities, clo 
nazepam, lack, i.v. admixtures, 1692 
comparison, polyvinyl chloride; containers, bretylium 
tosylate, lack, incompatibilities, admixtures, 1010 
containers; clindamycin, injections, i.v., stability, 91; 
comparison, polypropylene, unit dose packaging, ef 
fects, stability, oral liquids, 612; droperidol, stability, 
94; effects, lidocaine stability, cardioplegic solutions, 
97; injections, 1924 
Gluten; excipients; list, drugs and manufacturers, survey, 
121 
Good Manufacturing Practices; injections; control, 
quality, hospital pharmacy, 1936 
Guidelines 
antibiotics; physicians compliance, 1945 
antineoplastic agents; hospitals, safe handling, recom 
mendations, 1163 
cefazolin sodium; prescribing, rational therapy, clinical 
pharmacists’ role, 1187 
drugs, investigational; hospital pharmacy, services, 
workload data, 64 
pharmacokinetics; dosage, calculations, blood sampling, 
hospital pharmacists, 152 
quality assurance; drug information centers, future 
trends, 1213 
sedatives and hypnotics; prn, lack, rational therapy, 
hospitalized patients, 446 


H 


Half-life; drugs; nomograms, 1696 
Harvey A. K. Whitney Lecture, 223, 1315 
Harvey A. K. Whitney Lecture Award; American So 
ciety of Hospital Pharmacists; 1983, future trends in 
hospital pharmacy, 1315 
Health-benefit programs 
Aid to Families with Dependent Children; relation, drug 
use, mothers and children, survey, 103 
Medicare; reimbursement, effects, diagnosis-related 
groups, M.chigan hospitals, 1499; reimbursement, 
hospital phar::.acy strategies, 1489; reimbursement, 
hospitals, se7»:ce:, trends, methods, 586; reimburse 
ment, prospec wicing, 1493 
reimbursement; diagnosis-related groups, effects, hos 
pital pharmacy, California, 1504; Florida, 1500; Illinois, 
1508; North Carolina, 1496; Oklahoma, 1506; Pennsyl 
vania, 1494, 1503 
third party; insurance, Medicare, proposed 1984 federal 
budget, 835; reimbursement, home parenteral nutrition 
patients, 1646 
United States; laws, antitrust, effects, Supreme Court 
cases, 639 
Health care 
budgets; U.S. 1984 federal proposal, 835 
codes; bar, application, product identification, 1698 
costs; reimbursement, hospital services, trends, methods, 
586 
economics; proposals, procompetition, 282; trends, ef 
fects, hospital pharmacy, costs, 1532 
home; geriatrics, pharmacists, consultation, 1542: nu 
trition, parenteral, costs, comparison, hospital, 260; 
nutrition, parenteral, programs, evaluations, patients, 
1646 
laws; United States, antitrust, Supreme Court cases 
639 
patients; trends, relation, drug information services, 
1215 
primary; pharmacists, hospital, role, strategists, Florida, 
1500 
reimbursement; diagnosis-related groups, effects, hos 
pital pharmacy, California, 1504; [linois, 1508; Michi 
gan, 1499; North Carolina, 1496; Oklahoma, 1506; 
Pennsylvania, 1494, 1503; pricing, prospective, 1493 
relation; hospital pharmacy, future trends, 1983 Harvey 
A. K. Whitney Lecture Award, 1315 
services; government, U.S. Supreme Court antitrust 


Vol 40 Dec 1983 American Journal of Hospital Pharmacy 2279 


Annual Index 


decisions, 1537; hospitals, economic strategies, 1980s, 
1483 
Health professions 
communication; pharmacists, hospital, effects, decen 
tralized pharmacy services, 1192 
consultation; drugs, nonprescription, self-medication, 
parental, pediatrics, survey, 1669 
Height; patients; effects, creatinine excretion, 2175 
Heparin; catheters, polyvinyl! chloride, lack, effects, ni 
troglycerin, 1980 
Heparin sodium 
incompatibilities; lack, dobutamine, additives, injections 
1690 
prescribing; pharmacists, and physicians, therapy, in 
patients, 1642 
History 
admixtures; injections, i.v., premixed, hospital pharmacy 
1043 
clinical pharmacy; services, hospitals, future, 223 
drug information; services, relation, clinical pharmacy 
practice and ASHP, 1217; services, trends, 1215 
drug information centers; review, 1172; trends, future 
1213 
drugs; orphan, development, 791 
hospital pharmacy; future, trends, factors affecting, 1983 
Harvey A. K. Whitney Lecture Award, 1315 
quality assurance; hospital pharmacy, 1974-1982, review 
53 
Home health care, see Health care, home 
Homogeneity; gels; dinoprostone, compounding, 2195 
Hospital pharmacy, see Pharmacy, institutional, 
hospital 
Hospitals 
accounting; data collection, reports, pharmacy, methods. 
1685; drugs, control, computers, methods, 981 
administration management information systems, 
1905 
admissions; effects, home parenteral nutrition programs 
evaluations, patients, 1646; effects, hypnotics, rational 
therapy, patients, 44¢€ 
antibiotics; control, medical schools, 1957; use, U.S., 1981 
797 
antineoplastic agents; contamination, environment 
safety, 1163; toxicity, environmental, air pollution, ef 
fects, personnel safety, 597 
cefazolin sodium; injections, i.v., reconstitution, com 
parison, prefilled, costs, methods, 1653; rational ther 
apy, clinical pharmacists’ role, 1187 
clinical pharmacy; practice, and information, pharma 
cists’ role, Maine, 609; services, future, 223 
codes; bar, application, product identification, 1698 
computers; drugs, investigational, information, phar 
maceutical services, 114 
contract services; clinical pharmacy, drug distribution 
rehabilitation facility, 1529 
controlled substances; distribution systems, costs, 801 
costs; containment, effects, profits, pharmacy manage 
ment techniques, 118 
drug distribution; and patient information, profile, 
methods, 1020 
drug-distribution systems; costs, centralized, compari 
son, decentralized unit dose, 604; unit dose, carts, de 
centralized pharmacy services, evaluation, 293 
drug information; sources comparison, 2191 
drugs, adverse reactions; reporting, programs, 445 
pharmacists, role, reports and review, methods, 1022 
drugs, investigational; data processing, discussion, 114 
education; staff, and patients, pharmacists’ role 
specialties, program, 810 
formularies; databases, 813 
future; strategies, economic, 1980s, 1483 
government; health care, U.S. Supreme Court antitrust 
decisions, 1537 
health care; pharmaceutical services, effects, reim 
bursement, diagnosis-related groups, California, 1504; 
reimbursement, and personnel, proposed 1984 federal 
budget, 835 
length of stay; clinical pharmacy services, 1945 
liability; contract pharmaceutical services, 2188 
nutrition; parenteral, costs, comparison, home, 260 
personnel; antineoplastic agents, effects, safety policies 
and procedures, cancer center, 601 
pharmaceutical services; effects, reimbursement, diag 
nosis-related groups, Illinois, 1508; Oklahoma, 1506; 
Pennsylvania, 1494, 1503 
policies and procedures; representatives, pharmaceutical, 
program, activities, 989 
purchasing; drugs, groups, size, relation, price, 263 
reimbursement; effects, diagnosis-related groups, Flor 
ida, 1500; Michigan, 1499; North Carolina, 1496; pricing, 
prospective, 1493; services, trends, methods, 586 
rounds; hospital pharmacists’ role, 2141; pharmacy ser 
vices, 1982 survey, comparison, 1975, 1978, U.S., 963 
salaries, phermacists, directors, factors affecting, 1981 
survey, 591 
Hours 
personnel, pharmacy; hospitals, effects, profits, 1183 
radiopharmacy, effects, computerized management 
information retrieval system, 818 
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pharmaceutical services; decentralized, hospitals, 2141 
twenty-four bour service; hospital pharmacy, 1982 sur 
vey, comparison, 1975, 1978, U.S., 963; hospital phar 
macy, prescr ptions, call-i, refills, computers, 1954; 
pharmacists, «ffects of combining drug information and 
poison contral centers, 

Hydrochlorothiazide 

combination, spironolactone; alone and with potassium, 
therapy, long-term, effects, ambulatory geriatrics, 
409 

dissolution rates; tablets, lack, effects, storage in counting 
machines, 623 

Hydrogen ion concentration 

aminophylline; incompatibilities, parenteral nutrition, 
428 

benzoin; tincture compound, incompatibilities, povi 
done-iodine, effects, mixtures, 1694 

buffers; phosphates, effects, carbenicillin, incompati 
bilities, tobramycin, 1013 

cimetidine; effects, interactions, guaiac tests, in vitro 
626 

cimetidine hydrochloride; admixtures, injections, i-v 
effects, stability, thawing, 1002 

clined. an cin; injections, i.v., stability, 91 

dexame: hasone acetate; stability, 2165 
dexameihasone sodium phosphate; stability, 2165 

diaz m; injections, stability, PV ontainers, 417 
injections; cephradine, stability, effects, alkalinizing 
agents, concentration, 432; intravenous, effects, lora 
zepam solubility, 424; pentobarbital sodium, lack, ef 
fects, stability, solutions, 294 


ket »conazole; tablets, effects, disintegration, dissolution 
in vitro, 1334 

lavetalol hydrochloride; additives, injections, effects 
incompatibilities, 1007 

methylprednisolone; effects, turbidity, stability, injec 
t 


rons, 1329 
povidone-iadine; incompatibilities, benzoin, tincture 
compounc., effects, mixtures, 1694 
Hydrolysis; methylprednisolone sodium succinate; rate, 
lack, effects, diluents, 1329 
Hydroxyethylcellulose; bases; dinoprostone gels, 2195 
Hyperalimentation, see Nutrition, parenteral 
Hypotensive agents; methyldopa; patient information 
readability, 266 


Ibuprofen; interference, laboratory tests, 1025 
Ibuprofen sodium; interference, laboratory tests, 1025 
Identification; codes; bar, application, health-care in 
dustry, 1698 
Illinois; hospitals; effects, reimbursement, diagnosis 
related groups, 1508 
Imipramine; compliance; blood levels, outpatients, 119 
Incompatibilities 
addivities and filters; injections, i.v., adsorption, 1323 
additives and verapamil hydrochloride; injections, 
1205 
alcohols, ethyl, benzoin and povidone-iodine; tincture 
ompound, effects, pH, mixture, 1694 
aminophylline and dobutamine hydrochloride; injec 
tions, additives, 1690 
aminophyiline and nutrition, parenteral; solutions 
428 
benzoin and povidone-iodine; tincture compound, ef 
fects, pH, mixtures, 1694 
bretylium tosylate; additives, injections, large volume 
1010 
carbenicillin and tobramycin; stability, effects, concen 
tration, 1013 
carbenicillin disodium and tobramycin sulfate; stability 
aqueous solutions, 1013 
ceftriaxone sodium and vehicles; intravenous, 2193 
cimetidine hydrochloride; admixtures, injections, i.v., 
stability, effects, thawing, 1002 
clindamycin phosphate; injections, i.v., lack, glass and 
plastic containers, 91 
clonazepam and plastics; additives, injections, i.v., con 
tainers and administration sets, 1692 
closures and injections, 1924 
containers and injections, 1924 
dextrose and dobutamine hydrochloride; lack, LVP so 
lutions, 1690 
dextrose and pentobarbital sodium; lack, effects, sta 
bility, solutions, 294 
diazepam and polyvinyl chloride; containers, and ad 
ministration sets, 417 
dobutamine hydrochloride; injections, additives, LVP 
solutions, 1690 
dopamine hydrochloride and dobutamine hydrochloride; 
lack, additives, injections, 1690 
droperidol and Ringer's injection, lactated; injections, 
v., polyvinyl chloride containers, 94 
filters and additives; injections, i.v., adsorption, 1323 
furosemide and dobutamine hydrochloride; injections 
additives, 1690 
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glass and lidocaine hydrochloride; lack, cardioplegic, 
solutions, stability, 97 
heparin sodium and dobutamine hydrochloride; lack, 
additives, injections, 1690 
injections and closures or containers, 1924 
insulin and plastics; adsorption, bags, 579; adsorption, 
peritoneal dialysis bags, effects, temperature, time, 583; 
adsorption, peritoneal dialysis bags, monitoring 
methods, 575; containers, effects, stability, storage, 
637 
labetalol hydrochloride; additives, injections, 1007 
lidocaine hydrochloride and dobutamine hydrochloride; 
lack, additives, injections, 1690 
lidocaine hydrochloride and glass or polyvinyl chloride; 
solutions, cardioplegic, stability, 97 
lorazepam and polyvinyl chloride; storage, administra 
tion sets, sorption, concentration effects, 424 
nitroglycerin and polyvinyl chloride; catheters, 1980 
nutrition, parenteral and aminophylline; solutions, 
428 
pentobarbital sodium and dextrose or sodium chloride; 
lack, effects, stability, solutions, 294 
phenytoin sodium and bretylium tosylate; admixtures 
injections, large volume, 1010 
phenytoin sodium and dobutamine hydrochloride; in 
jections, additives, 1690 
plastics and clonazepam; additives, injections, i.v., con 
tainers and administration sets, 1692 
plastics and insulin; adsorption, bags, 579 
plastics and insulin; adsorption, peritoneal dialysis bags, 
effects, temperature, time, 583 
plastics and insulin; adsorption, peritoneal dialysis bags, 
monitoring methods, 575 
plastics and insulin; containers, effects, stability, storage 
637 
polyolefins; lack, additives, Tridilset administration sets, 
118 
polyvinyl chloride and diazepam; containers, and ad 
ministration sets, 417 
polyvinyl chloride and lidocaine hydrochloride; solutions, 
cardioplegic, stability, 97 
polyvinyl chloride and lorazepam; storage, administra 
tion sets, sorption, concentration effects, 424 
polyvinyl chloride and nitroglycerin; catheters, 1980 
povidone-iodine and benzoin; tincture compound, ef 
fects, pH, mixtures, 1694 
procainamide and dobutamine hydrochloride; lack, ad 
ditives, injections, 1690 
Ringer's injection lactated and dobutamine hydrochlo 
ride; lack, LVP solutions, 1690 
Ringer's injection, lactated and droperidol; injections, 
i.v., polyvinyl chloride containers, 94 
sodium bicarbonate and dobutamine hydrochloride; 
injections, LVP solutions, 1690 
sodium bicarbonate and labetalol hydrochloride; addi 
tives, injections, 1007 
sodium chloride and dobutamine hydrochloride; lack, 
LVP solutions, 1690 
sodium chloride and pentobarbital sodium; lack, effects, 
stability, solutions, 294 
tobramycin and carbenicillin; concentration, effects, 
stability, 1013 
tobramycin sulfate and carbenicillin disodium; stability, 
aqueous solutions, 1013 
vehicles and ceftriaxone sodium; intravenous, 2193 
verapamil hydrochloride and additives; injections. 
1205 
Indexing; literature; pharmacy, online databases, 
searching, 240 
Indicators; methylene blue; homogeneity, dinoprostone 
gels, 2195 
Indium In 111 oxine; interactions; acetaminophen, 
1965 
Industry, pharmaceutical 
aseptic areas; contamination control, 1928 
drug information; stability, refrigerated, survey, 101 
filtration; membrane, technology, 1921 
Good Manufacturing Practices; relation, hospital phar 
macy, 1936 
injections; technology, 1920 
relation, hospitals, pharmaceutical representatives’ role, 
program, 989 
representatives; education, hospital pharmacy role, 
1661 
Information 
clinical pharmacy; practice, hospitals, Maine, 609 
health care; effects, hospital pharmacy, costs, 1532; 
hospitals, economic strategies, 1980s, 1483 
hospital pharmacy; financial reports, 1975; management, 
survey, 1914; management systems, 1905 
hospitals; and industry, pharmaceutical, pharmaceutical 
representatives’ role, program, 989 
radiopharmacy; computers, administration, retrieval 
system, 818 
Inhalers, see Aerosols 
Injections 
aminophylline; incompatibilities, nutrition, parenteral, 
428 
antineoplastic agents; intravenous, extravasation, 1516; 


policies and procedures, personnel safety, cancer cen 
ters, 601 
cefazolin sodium; intravenous, reconstitution, compar 
ison, prefilled, costs, methods, hospital pharmacy, 
1653 
cephalosporins; contamination, particles, 1982; con 
tamination, particles, reconstituted, anophilized, 
comparison, commercial, 619 
cephradine; stability, effects, alkalinizing agents, con 
centration and pH, 432 
clindamycin phosphate; intravenous, stability, glass and 
plastic containers, 91 
compounding; methods, comparison, volumetric pumps 
821 
dextrose; effects, methylprednisolone, stability, addi 
tives, 1329; incompatibilities, cimetidine hydrochloride, 
i.v. admixtures, effects, thawing, 1002 
diazepam; intravenous, stability, PVC containers, 417 
dobutamine hydrochloride; incompatibilities, additives 
LVP solutions, 1690 
droperidol; intravenous, stability, glass and polyvinyl 
chloride containers, 94 
emulsions; fats, i.v., microbial growth, 2159 
incompatibilities; polyolefins, lack, sorption, Tridilset, 
118 
insulin; incompatibilities, plastics, adsorption, bags, 
monitoring methods, 575; incompatibilities, plastics, 
adsorption, effects, temperature, time, 583; incompat 
ibilities, plastics, bags, adsorption, 579; incompatibili 
ties, plastics, containers, stability, effects, storage, 
637 
itravenous; additives, adsorption, filters, 1323; addi 
tives, quality assurance, 1940; additives, work assess 
ment, 2149; admixtures, incompatibilities, bretylium 
tosylate, large volume, 1010; admixtures, premixed, 
effects, hospital pharmacy practice, 1041; admixtures, 
premixed, hospital pharmacy, 1043; ceftriaxone, in 
compatibilities, vehicles, 2193; clonazepam, incom 
patibilities, plastics, admixtures, 1692; containers, 
piggyback, comparison, filling methods, 87; contami 
nation, microbiological, simulation, 998; dextrose, so 
dium chloride, effects, carbenicillin, incompatibilities, 
tobramycin, aqueous solutions, 1013; gentamicin, flow, 
stability, inline filters, administration sets, 1961; par 
enteral nutrition, 2146; piggyback, computers, hospital 
pharmacy, 406; verapamil hydrochloride, incompati 
bilities, additives, 1205 
labetalol hydrochloride; additives, incompatibilities, 
1007 
lidocaine hydrochloride; intravenous, cardioplegic so 
lutions, stability, glass and polyvinyl! chloride contain 
ers, 97 
lorazepam; intravenous, solubility, sorption, adminis 
tration sets, 424 
nitroglycerin; incompatibilities, polyviny! chloride, 
1980 
packaging; stability, 1924 
pentobarbital sodium; incompatibilities, dextrose, or 
sodium chloride, continuous i.v., lack, effects, stability, 
294 
safflower oil; emulsions, i.v., microbial growth patterns, 
1650 
sodium chloride; effects, methylprednisolone, stability 
additives, 1329; incompatibilities, cimetidine hydro 
chloride, i.v. admixtures, effects, thawing, 1002 
soybean oil; emulsions, i.v., microbial growth patterns, 
1650 
steroids, cortico-; stability, 2165 
technology; industry, pharmaceutical, 1920 
Institutions; health care; government, U.S. Supreme 
Court antitrust decisions, 1537 
Insulin 
incompatibilities; bretylium tosylate, lack, effects, ad 
ditives, injections, 1010; filters, inline, membrane, ad 
sorption, i.v. injections, 1323; plastics, adsorption, bags, 
monitoring methods, 575; plastics, adsorption, effects, 
temperature, time, 583; plastics, bags, adsorption, 579; 
plastics, containers, stability, effects, storage, 637 
Insurance 
health care; costs, control, proposals, 
nutrition; parenteral, home, reimbursement, patients, 
1646 
Interface; air-water; effects, insulin, incompatibilities, 
plastics, bags, adsorption, 579 
International Pharmaceutical Abstracts; drug infor 
mation; online, retrieval systems, 230; online, searching, 
240 
Inventory 
admixtures; injections, i.v., effects, premixing, 1041 
control; and costs, effects, bar codes, 1698; controlled 
substances, university, hospital pharmacy role, 74; 
drugs, computers, hospitals, methods, 981; drugs, in 
vestigational, hospital pharmacy services, workload 
data, 64; hospital pharmacy, computers, ABC/EOQ 
model, 70; hospital pharmacy, purchasing, method, 
6 


floor stock; decentralized pharmaceutical services, 
2141 
hospital pharmacy; accounting, data collection, reports, 


methods, 1685; control, effects, reimbursement, diag 
nosis-related groups, Pennsylvania, 1503; Oklahoma, 
1506; control, effects, reimbursement, strategies, 1489: 
effects, profits, 1183; satellites, effects, operating room 
pharmacy services, 1192; 
radiopharmaceuticals; control, effects, computerized 
management information retrieval system, 818 
Investigational drugs, see Drugs, investigational 
Isoniazid; and rifampin; tuberculosis, clinic, clinical 
pharmacists role, algorithms, 278 


J 


Jefferson County Pharmaceutical Association; and 
Abbott Laboratories; laws, cases, Supreme Court deci 
sions, 15 

Job description; pharmacists, hospital; relation, job 
satisfaction, performance, evaluatio 

Job satisfaction 


methods, 1198 


pharmacists; factors affecting, literature review, 391 
pharmacists, hospital; effects, peer performance-evalu 
ation, survey, 1202; and performance evaluation 
methods, 1198 

Joint Commission on Accreditation of Hospitals; 
pharmacists, hospital; directors, attitudes, 1982 phar 
macy services survey, U.S., 963 

Journal References, 146, 328, 493, 714, 898, 1098, 125¢ 


1470, 1574, 1811, 2054, 2250 


Kanamycin; use; review, rational therapy, patients 
Czechoslo ‘akia, 995 

Ketoconazole; tablets’ hydrogen ion concentratio 
fects, disintegration, dissolution, in vitro, 1334 
Kinetics; lorazepam; sorption, PVC administration sets 
concentration effects, 424 


Labeling 

admixtures; injections, i.v., effects, premixing, 1041 

drugs; computers, terminals, hospital pharmacists’ role 
976; liability, pharmacists, dispensing, unapproved use 
and preparation, 111 

injections; intravenous, computers, hospital pharmacy 
406 

nutrition; parenteral, methods, 2146 

Labetalol hydrochloride; incompatibilities; additives 
injections, 1007 

Laminar flow 

aseptic areas; contamination control 

filters; HEPA, evaluation, method, 27 

hoods; hospital pharmacy, services. antineoplastic agents 
safe handling, 1179 

Law Notes, | 11 

Laws 


439, 639, 835, 1537, 2188 


cases; Jefferson County Pharmaceutical Association v 
Abbott Laboratories, decisions, 1537 

contract services; hospital pharmacy, liability, 2188 
health care; United States, antitrust, Supreme Court 
cases, 639 

liability; pharmacists, dispensing, unapproved use and 
preparation, 111; pharmacists, suicides from drug 
overdose, discussion, 439 

Orphan Drug Act; discussion, 791 

Tax Equity and Fiscal Responsibility of 198 
reimbursement, hospital services, effects, costs, 58¢ 

Legislation 

antitrust; health care, services, U.S. Supreme Court de 
cisions, 15 
health care; costs, control, proposals, 282 

prescribing; pharmacists, limitations, California, 134 

Letters, 38, 210, 378, 558, 770, 946, 1306, 1468, 1620, 1892 
2120 

Liability 

hospital pharmacy; contract services, 2188 
nurses; effects, accounting, drug control 
981 


computers 


pharmacists; dispensing, unapproved use or preparation 
111; suicides, from drug overdose, discussion, 439 
Librarians; drug information; searching, online, drug 


information center, 257 
Libraries; drug information; online, databases, searching 


Lidocaine; concentration; solutions, cardioplegic, glass 
and polyviny! chloride containers, 97 

Lidocaine hydrochloride 

incompatibilities; bretylium tosylate, lack, effects, ad 
ditives, injections, 1010; lack, dobutamine, additives 
injections, 1690; lack, effects, nitroglycerin and poly 
vinyl chloride, 1980 

stability; solutions, cardioplegic, glass and polyviny! 


chloride containers, 97 


Light; effects; clindamycin, i.v. stability, 91 
Lincomycin; use; review, rational therapy, patients, 
Czechoslovakia, 995 
Liquids 
benzoin; tincture compound, incompatibilities, povi 
done-iodine, mixtures, pH, 1694 
drugs; oral, stability, effects, containers, unit dose 
packaging, 612 
povidone-iodine; incompatibilities, benzoin, tincture 
compound, mixtures, pH, 1694 
Literature; retrieval; databases, online, drug information 
centers, 254; databases, online, pharmacy, drug infor 
mation center, 257; databases, online, retrieval systems 
230; databases, online, searching, 240; drug information, 
effects, combined poison control centers, advantages, 
1219; drug information, hospital formularies, 813 
Lithium; spectrophotomy, atomic absorption; dissolution, 
in antacids, in vitro, 825 
Lithium carbonate; dissolution; effects, antacids, in 
vitro, 825 
Lorazepam; solubility; additives, iv. sorption, storage, 
PVC administration sets, 424 


Maine; clinical pharmacy; practice, and information, 
hospital pharmacists’ role, 609 
Management, see Administration 
Management Consultation, ‘31, 202, 375, 552, 758, 942, 
1144, 1301, 1459, 1616, 1884, 2112 
Achieving long-term improvement in antibiotic pre 
scribing, 2112 
Behavioral-based appraisal of employees, 1145 
Communicating performance expectations, 1618 
Convincing nurses to support pharmacists’ notations in 
patients’ charts, 202 
Correcting physicians’ errors, 1884 
Counseling employees who preach religious beliefs at 
work, 552 
Covering pharmacists’ absences in small, rural hospitals, 
1144 
Creating physician support for a pharmacy-based drug 
information service, 376 
Developing basic productivity measurements, 1884 
Establishing an i.v. team in a hospital without a 24-hour 
pharmacy service, 1301 
Establishing equitable vacation policy, 942 
Formulary control of enteral nutrition products, 2114 
The four-day workweek, 942 
Helping outpatient pharmacists to become more patient 
oriented, 1459 
Importance of publishing in career advancement, 762 
Improving communication between nursing and phar- 
macy, 1460 
Keeping staff pharmacists satisfied, 1144 
Large hospitals in purchasing groups, 758 
Maintaining quality distributive services while devel- 
oping clinical services, 1301 
Managing the superpharmacist, 
Melding distributive and clinical services, 375 
Pharmacokinetics services and the hospital's clinical 
laboratory, 202 
Pharmacy versus dietary department provision of enteral 
nutrition services, 1616 
Policies and procedures regarding sexual harassment, 
Providing impartial drug information to physicians, 
2112 
Recovering drug charges in a small hospital, 758 
Reducing the handling of PRN doses, 945 
Repackaging infrequently used drugs, 31 
Selecting patients for counseling, 1459 
Strategies for effective meetings, 1618 
Manpower 
drug information centers; and poison control centers, 
effects, combining, 1219 
hospital pharmacy; decentralized services, 2141; effects, 
clinical pharmacy practice, Maine, survey, 609; effects, 
reimbursement, diagnosis-related groups, Illinois, 1508; 
Pennsylvania, 1503; management information survey, 
1914; information systems, 1905 
hospitals; effects, pharmacy directors’ salaries, 1981 
survey, 59] 
Manuals 
antineoplastic agents; safety, handling, hospital phar- 
macy, 1179 
resuscitation; cardiopulmonary, pharmacists, evaluation, 
403 
Manufacturers; list; gluten, excipients, drugs, survey, 
121 
Manufacturing 
hospital pharmacy; control, quality, 1936 
injections; hospital pharmacy, 1920 
nutrition; parenteral, 2146 
Marketing 
drug information; services, trends, 1215 
health care; costs, control, proposals, 282 
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Annual index 
K 


Annual b~tex 


informatu 
148 


harn ical services; hospitals, effects, reimburse 


hospitals economic strategies 1980s 


nent »osis-related groups, Florida, 1500; North 
Carolia, 1496; pharmacists, hospital, directors, role 
survey 
Medicativa orders 
hospital pharmacy; drug-distribution systems, time 
studies, decentralized versus centralized, 979 
unit dose; drug-distribution systems, decentralized 
mobile carts and computer terminals, hospital phar 
macy, 9/0 
MEDLINE; drug information; databases, online 
searching, 254; online, searching, 240 
Meetings; representatives, pharmaceutical; committees 
hospitals, program, 989 
Melphalan; suspensions; stability, effects, storage, tem 
perature, 61¢ 
Mercaptopurine; suspensions; stability, effects, storage 
temperature, 61¢ 
Metabolism; antidepressants; tricyclic, metabolites, blood 
levels, compliance, outpatients, 119 
Methadone; pain; therapy, pharmacist 
cancer patients, 1520 
Methodology 
adsorption; insulin, incompatibilitie 
monitoring 
compliance; antidepressant 
outpatients, 119 
contamination; particle reconstituted 
injections, analysis, comparison, 619 
drug information; computers, database, compar 
retrieval systems, 8 
data collection; accounting, reports, hospital pharmacy 
1685 
drug information; sources, hospitals 
drug use; antibiotics, hospitals, use, | 
excretion; creatinine, prediction, 217 
inventory; control, hospital pharmac 
ABC/EOQ model, 70 


nomograms; half-life, calculations 


computers 

169¢ 

patient information; format, writing, psychology, 26€ 
performance; monitoring, hospital pharmacists, 1198 
pharmacokinetics; models, oral and i.v., calculators 
programs, 167 

quality assurance; drug-distribution systems, unit dose 
error control, hospital pharmacy, 970 

reconstitution; cefazolin sodium, comparison, prefilled 
i.v. injections, hospital pharmacy, 165 

searching; literature, pharmacy, online databases, 240 
weight; equations and nomograms, estimates, ideal body 
mass, 107 

Methotrexate; toxicity, environmental; pollution, air 
effects, personne! safety, hospitals, 59 

Methyldopa; patient information; format, writing, psy 
chology, 26€ 

Methylene blue; indicators; homogeneity, dinoprostone 
gels, 2195 

Methylprednisolone: stability; injections, in dextrose or 
sodium chloride, 1329 

Methylprednisolone sodium succinate; stability; in 
jections, in dextrose or sodium chloride, 1329 

Metropolitan Life Insurance Company; weight; pa 
tients, equations, relation, dosage calculations, 1016 

Michigan; hospitals; effects, reimbursement, diagnosis 
related groups, 1499 

Minerals; nutrition, parenteral; incompatibilities, ami 
nophylline, 428 

Mit \ramycin; incompatibilities; filters, inline, membrane 
adsorption, i.v. injections, 132 

Mixtures 

antacids and water; simulation, gastric fluid, effects 
lithium carbonate dissolution, 82 

benzoin and povidone-iodine; tincture compound, in 
compatibilities, effects, pH, 1694 

povidone-iodine and benzoin; tincture compound, in 
compatibilities, effects, pH, 1694 

water and antacids; simulation, gastric fluid, effects 
lithium carbonate dissolution, 8 

Models 


education, pharmaceutical; clinical pharmacy, teaching 


sites, future, 223 

health care; effects, reimbursement, hospital services 

pharmacokinetics; oral, and i.v., programs, calculators 
1673 

Monographs; antineoplastic agents; drug information 

hospital pharmacy manual, 1179 

Moxalactam; interactions; tests, creatinine, serum and 

urine, 435 

Moxalactam disodium 

contamination; particles, injections, 198 


interference; tests, laboratory, glycosuria, 1544 


National Library of Medicine; drug information; online 
retrieval systems, 230 
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New Periodicals, 170, 342 722, 1105, 1588, 1828 
News, 7, 176, 350, 519, 7 ‘ 1114, 1273, 1432, 159€ 
1840, 207 
AACP calls for external Pharm.D. programs, 159¢ 
Advertising of prescription drugs to consumers explored 
at FDA hearing, 91¢ 
AMA coordinating program to prevent prescription-drug 
abuse, 10 
4 MA initiates patient information program, 10 
Annual growth of 21% predicted for contract services 
Antiquated pharmacy laws cause problems in New York 
1436 
APHA pharmacy committee elects officers 
APhA responds to NARD attacks; delegates reject sup 
port of AMA's patient instruction program, 1114 
Applicants sought for PDA foundation research grants 
ind student award, 
Appointments and Promotions, 14, 184 
918, 1126, 1282, 1442, 1600, 1850, 2090 
A bul-Husn, Mona, 359; Adams, Kenneth W., 530; Allen 
Stephe 184; Aresty, Jeffrey, 1600; Askin, Donna E 
Gary, 1126; Bachman, Robert E., 185 
3ahnsen, Ronald R., 1126; Barreuther, Alan D., 1600 
Batcheller, L. Ronald, 1442; Bauer, Michael J., 918 
Bauman, Jay H., 184; Baumann, Terry, 2093; Book 
Gary H., 530; Bootman, J. Lyle, 1600; Boyle, Maura 
9; Brighton, Donald L., 1126; Bukovinski, Mary Ann 
0; Bunyan, Wendell A., 184; Bush, Paul W., 530 
359; Chin, John B., 360; Chatel 
Chook, David, 918; Cote, Lynne K 
James W., 742; Curtiss, Frederic R., 1282 
avid A., 2093; Dandurand, Kenneth R., 209 
Evan J., 184; DeChant, Ronald L., 360; D’Onof 
rio, Thomas, 2090; Dozzi, Amelia M., 1126; Edgerton 
Walter L., 534; Ellinoy, Brian J., 360; Eng, Sam 
Flickinger, David B., 530; Forzano, Michael J i] 
Friedman, Ted S., 2090; Fritz, William, 1126; Frye 
Carla Beth, 1600; Gallucci, Andrew A. Jr., 14; Garbin 
Gloria, 184; Gear, Marcus, 918; Geisz, Franz, 359 
Generali, Joyce, 742; Gilroy, Genevieve, 1852; Gizienski 
Raymond J., 738; Glantz, Lucinda, 14; Goodman, Ger 
ald, 918; Gray, James L. II], 1282; Griffin, Richard E 
82; Gumpert, Norman F., 184; Habeger, Harold E 
4; Hardy, David L., 1442; Harry, Donald, 1852 
Hatheway, Gerald, 534; Hawkins, Pat W., 1282; Hill 
bom, Richard, 1284; Hoffman, Dennis M., 2093; Hogan 
Linda ( 38; Hogan, Mark J., 184; Horan, Daniel J. Jr 
1282; Jacobs, J. Barry, 1442; Jacobson, Susan, 1442 
Johnston, Presley M., 1850; Jones, Ron, 1600; Kang 
Nancy, 184; Kiepert, Don, 1282; Kramer, Donald S., 14 
Kramer, Paul, 1126; Kvanez, David A., 14; LaMantia 
Stephen J., 1850; Lane, Stuart M., 1600; Lewis, Edwin 
1282; Little, Larry, 534; Love, David W., 742; Mancini 
Marie H., 14; Manseau, Kerry, 1284; McCarthy, Robert 
L., 14; McDonald, Donald E., 918; McMenamy, Sister 
Jane, 1600; McWhinney, Bruce D., 1850; Meyer, Steven 
R., 530; Miller, Kenneth W., 17; Moorhatch, Patricia A 
1600; Morris, Stuart N., 184; Moss, Jeffrey T., 1850: 
fuller, Raymond J., 184; Neier, Gregory ( 17 
Nezneski, Lisa, 1850; Noone, John J., 738; Nordstrom 
Karen, 918; O'Byrne, Allyn, 14; Ohi, John, 359; Oksas 
Richard M., 184; Olin, Bernie R. Ill, 17; Pancorbo 
Salvador, 2090; Patrick, Judith A., 738; Paulson, Mark 
F., 360; Payne, John R., 14; Perrott, David, 1282; Pet 
rello, Michael A., 738; Petretich, Deborah A., 14; Proc 
tor, Richard A., 1282; Reinders, Thomas P., 359; Riet 
scha, William J., 360; Reitz, Jeffrey, 2093; Robinson 
Sumner M., 5 Romano, Joseph A., 17; Rubin, Harold 
4; Rucker, T. Donald, 2090; Ruta, David, 1284; Ryan 
Gae M., 1442; Ryan, Michael R., 742; Scelsi, John ( 
184; Schneider, Warren J., 1600; Schnupp, Kevin, 1282 
Schrott, Diane, 1850; Schultz, Warren L., 1442; Simon 
Lee, 1442; Simpson, Thomas R. III, 742; Slarsky, Ste 
phen M., 1852; Smith, Douglas R., 184; Snodgrass, Gary 
L,., 1282; Sorkin, Eugene M., 2090; Spartz, M. Edward 
Steckel, Steven D., 14; Swartz, Allan J., 918 
ymo, Robert T., 184; Tarantino, Frank P., 1 
or, Jeffrey T., 1442; Teil, Susan M., 1442; Toland 
Frank J., 1442; Torre, Michael S., 17; Trotter, Jay, 14 
Troy, Sr. Angelica Marie, 738; Tucker, C. Richard, 1600 
rurnbull, Ronald, 14; Walker, Paul, 2093; Walsh, An 
drea M., 184; Wells, Paul, 359; Welsh, Olin H. Jr., 359 
White, Albert M., 17; White, Constance D., 184; Wible 
Deborah A., 359; Williams, Robert B., 1282; Zack 
Helen, 14; Ziccarelli, Andrea, 2093 
Argus Commission calls for marketing of colleges of 
pharmacy, 1596 
ASHP joins FIP council in Montreux, 2075 
ASTM studying hospital pharmacy computerization 
1281 
British study shows physicians unaware of drug infor 
mation services, 1122 
California law to permit pharmacists’ initiation of drug 
therapy in institutions, 1598 
California moves to restrict Medicare beneficiaries 
choice of hospital providers, 350 
Canadian pharmacists examine drug control, unit dose 
systems after Toronto deaths, 1840 
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‘alifornia prescribing project will end June 30, 10 

‘alifornia toughens pharmacy license law, bans metha 

qualone, 2090 

‘DC publication now available through private sources, 


harter member Schlossberg dies, 10 


*hief pharmacists’ salaries reported in national survey, 
350 
ocaine information and referral center opens, 1126 
‘ommission releases guidelines for handling oncolytic 
agents, 1277 
ompetition has little effect on price, generic substitu 
tion, 1598 
ontrolling prescription-drug abuse focus of GAO report 
6 
osts, profits high in California investor-owned hospitals, 
1598 
Cytotoxic study commission formed, 529 
Davignon receives Andrew Craigie award, 10 
DEA publication highlights hospital pharmacy security 
2084 
Drug abuse by anesthesia personnel, 1845 
Eastern residency conference attracts 160 registrants, 
1439 
Editorial Board appointed for AJHP, 1436 
Education consortium hopes for measurable improve 
ment in patient medication awareness, 7 
FDA completes review of nonprescription drugs, 2075 
Federal government revising pharmacists’ job ratings, 
1281 
FIP meeting scheduled for Switzerland, 522 
Foreign pharmacy graduate exam accepted by 20 states 
1122 
Hayes ends active 29 months as FDA Commissioner, 
1844 
Health professionals critical of prescription-drug ad 
vertising to consumers, 127 
Home-care market to fuel 22% annual growth in nutrition 
industry, 1600 
Home parenteral nutrition discussed at ASPEN Clinical 
Congress, 519 
Hospital use by Blue Cross subscribers declines, 1122 
Increased home health care may not reduce overall costs, 
356 
Issues aired related to orphan drug products at Wash 
ington hearing, 17¢ 
The Latiolais Years” come to a close at Ohio State 
432 
Lifemark honors grant recipients, 359 
Lilly releases preliminary 1982 data on hospital phar 
nacies, 1121 
Massachusetts pharmacist George Narinian dies, 180 
Massachusetts pharmacist Webb retiring December 1, 
1846 
Materia Medica of the Americas to be featured at con 
gress, 10 
Medi-Cal suppliers named, 2084 
Meetings and continuing education programs, 17, 184, 
360, 534, 742, 918, 1132, 1284, 1442, 1600, 1852, 2093 
Midwestern residency conference held in Omaha, 1439 
NABP addresses pharmacists’ educational needs, 1439 
NABP begins disciplinary clearinghouse, 180 
New England Council holds Narinian seminar, 1281 
News Briefs, 17, 187, 360, 536, 742, 928, 1132, 1284, 1443, 
1600, 1852, 2093 
Aaland, Lyla L., 2093; Abbott HomeCare, 1600; Abbott 
Home Health Care Division, 928; Airflow patterns for 
process enclosures (videotape), 17; American College 
of Health Care Administrators, 1443; American Council 
on Pharmaceutical Education, 1854; American Phar 
maceutical Association, 2093; American Society of 
Consultant Pharmacists, research and education 
foundation, 536; American Society for Hospital Mate 
rials Management, 928; APhA Academy of Pharmacy 
Practice Section on Nuclear Pharmacy, 1600; Associa 
tion of Official Analytical Chemists, 1132; The Auto 
mated Hospital Information System Workbook, 17; 
Barreuther, Alan B., 1854; “Barriers to and Determi 
nants of Medication Use among the Elderly,” 1852; 
Becker, Richard J., 366, 928; Beckerman, Joseph H., 
1854; Broussard, Malcolm, 744, 1854; Chase, Patricia, 
2093; Clouse, Gerald M., 2093; Committee on the Care 
of Children, 1600; Continuing-education programs on 
advances in pharmacology and therapeutics, 1284; 
Continuing-education videocassettes, 1443; Controlled 
substances inventory listing, 536; Cooper, James W. Jr., 
366; Cope, Anne, 1854; “Cost Justification of Clinical 
Pharmacy Services: Strategy for the Eighties” (video 
tape and proceedings), 1284; “Diabetes in the Elderly,” 
742; Doluisio, James T., 1284; Donor MEDS—Donor 
Medication Evaluation Deferral System (handbook), 
187; Dorsey Pharmaceuticals, 187; Drug Information 
Journal, 1600, Eddy, Esther D., 1854; Edgerton, Walter 
L., 536; Evaluation of Drug Interactions (database) 
536; “Facts & Figures,” booklet, 1443; Feldmann, Ed 
ward G., 2093; Fellowship in clinical pharmacokinetics 
and neuropharmacology, 366; Feno, James R., 1854; 
“Geriatric Patient Care,” home-study courses, 1600; 
Gonsalves, John M., 928; The Great American Smoke 


ill 


out, 1852; Greater Kansas City Society of Hospital 
Pharmacists, hypertension campaign, 744; Griffenha 
gen, George B., 2093; “Handbook of Slang Names for 
Abused Substances,” 742; Hine, Henry B., 17; Historical 
marker dedication, 744; House, Michael, 2093; Huhn, 
Gerald, 1854; Hurley, Mary Jane, 1132; Infusion 
Technology and Therapy, collection of papers, 928; 
Interrelationships of Dietary and Pharmacy Services 
n Nutrition Support, 1132; Jackson, Eric A., 1443; 
Kerrey, J. Robert, 744; Lakey, Roland T., 366, 1284; 
Larry Niemerow Foundation, 1443; Lilly Digest, 187; 
Maisel, Georg S., 928; Martinelli, Louis C., 744; Master 
of science degree program in community pharmacy 
management, 1132; McBride, Shelton E., 17; “Medical 
Therapy in Office Visits for Selected Diagnoses: The 
National Ambulatory Medical Care Survey, United 
States, 1980,” 742; Munson, Mary, 2093; National 
Catholic Pharmacists Guild, 17, 1284; National Drug 
Code Directory, 742; National Poison Center Network’s 
9th Annual Symposium, 366; New England Council of 
Hospital Pharmacists, 928; Northeast Pharmaceutical 
Conference, 2093; Oregon State University, 536; Pan 
crease, 1854; Paul de Haen International, Inc., 536; 
Pearlson, Warren, 536; Penna, Richard P., 2093; Peters, 
Lori, 1443; Pevonka, M. Peter, 1443; Pfizer, Inc., 536; 
Pharmaceutical Division, Sandoz Inc., 187; Pharma 
ceutical industry research, 2093; Pharmacy Hall, Uni- 
versity of Maryland, 536; Pharmacy Quality Assurance 
Guidelines, 2093; Phi Delta Chi, executive director 
position, 744; Pittman, Donna E., 1854; Poe, Barbara, 
1443; Preparation and administration of antineoplastic 
drugs, 2093; “Profile '82,” report on hospital pharmacy 
computer systems, 742; Quality and efficiency of drug 
prescribing and the length of hospital stay, 1600; 
“Questions and Answers about Pain Control,” 742; 
“Responsible Self-Medication,” booklet, 1443; Roberts, 
Carl, 2093; Roberts, Raymond W., 366; Roche Labora- 
tories, 1854; Roland T. Lakey Education, Research and 
Development Fund, 1284; Sandoz Pharmaceuticals, 
annual award, 928; Schneider, Warren J., 744; Scott, 
Ginger, 2093; “Sexuality and the Rheumatic Diseases” 
(bibliography), 536; “Sleep Wars: The Great Dal 
mane-Restori! Debate,” 366; Source Book for Health 
Education Materials and Community Resources, 366; 
Southeastern Society of Hospital Pharmacists, 1854; 
Squibb/Connaught, Inc., 2093; “Status Report: Elec 
tronic Flow Control, An Emerging Technology,” 1132; 
Stitt, Richard P., 1443; Stress in pharmacy practice 
publications, workshops, seminars, and consultations, 
744; “Substance Abuse and the Privileged: Clinical 
Issues in Treatment,” 744; Survey of pharmacy stu- 
dents/pharmacy ownership, 536; Swartz, Allan J., 1443; 
Technician-training program, Department of Phar- 
macy, University of Cincinnati Medical Center, 744; 
“Ten Guides to Proper Medicine Use,” 1284; Tooma- 
jian, Robert M., 2093; USAN and the USP Dictionary 
of Drug Names, 1854; University of Maryland, 1132; 
Valleylab, Inc., 536; Veterans Administration residency 
in clinical pharmacy, 17; Williams, Ronald L., 2093; 
Wolf, Walter, 187; Women who are applying for reci 
procity, 187; Worrell, Lee F., 536; Wright, Sister Mary 
Margaret, 744; Zarovitz, Barbara J. M., 1443 

NCPIE addresses Senate committee, 1122 

NIH panel recommends four levels of critical care, 734 

Norwich-Eaton, Proctor & Gamble swap products, 
1126 

Nosocomial infections add $2 billion to annual hospital 
costs, 2090 

Nuclear pharmacy exam set for April, 180 

Nurses list factors that decrease staff turnover, 1122 

Oddis, Miller awarded honorary memberships in British 
guild, 2075 

Packaging of injectable drugs influences personnel ex 
posure, 1122 

Pharmacists active in ASPEN, 529 

Pharmacists criticized for inappropriate dispensing, 
1598 

Pharmacists less satisfied than physicians with state of 
patient communication, 1273 

Pharmacists perform well in prescribing study, 1118 

Pharmacy educators consider report on realities of con- 
temporary pharmacy practice, 1596 

Pharmacy fraternity celebrating centennial, 738 

Products shifted between Armour and USV, 530 

Regional poison centers perform well in study, 519 

Report addresses FDA's role in postmarketing surveil- 
lance of drugs, 519 

Roche announces 1982 grant recipients, 529 

Rodman reports on clinical pharmacy specialty com- 
mittee, 1439 

Silvernale named to Army post, 1439 

Skolauts named North Carolina Pharmacists of the Year, 
1846 

Southeastern residency conference features 100 papers, 
918 

Southeastern Society meets at The University of Georgia, 
918 

Study shows shortage of black pharmacists, other health 
professionals, 1439 


Study supports use of clinical pharmacists to educate 
physicians on appropriate drug use, 1434 
Survey shows increasing sales to hospitals by wholesalers, 
1846 
Technicians accurate dispensers; pharmacists’ time freed 
for counseling, 1121 
Tennessee study shows physicians responsive to peer 
visits, 2080 
Texas survery shows interruptions cause most stress 
among pharmacists, 2080 
Title changes announced by USP, 1846 
Use of pharmaceutical services by Medicare recipients 
reported, 734 
U.S. medical school enrollment climbs slightly, 356 
Varano honored for public health efforts, 1282 
Western states residency conference held in Pacific 
Grove, 918 
News media; drugs, nonprescription; role, self-medica 
tion, parental, pediatrics, survey, 1669 
Newsletters; hospital pharmacy; drug information 
specialty inservice educational program, 810 
Nitroglycerin 
incompatibilities; filters, inline, membrane, adsorption, 
i.v. injections, 1323; polyvinyl chloride catheters, 
1980 
stability; tablets, storage, 2170 
Nomenclature; drugs; phonetic, comparison, alphabetic, 
database retrieval systems, 83 
Nomograms 
half-life; calculations, 1696 
weight; pediatrics, estimates, ideal body mass, 107 
Normosol-R; injections; diluents, cephradine, stability, 
effects, alkalinizing agents, pH, 432 
North Carolina; hospitals; effects, reimbursement, di 
agnosis-related groups, 1496 
Nortriptyline; compliance; blood levels, outpatients, 
119 
Nuclear pharmacy, see Radiopharmacy 
Nurses 
attitudes; pharmacists, hospital, decentralized pharmacy 
services, 1192 
drug information; computers, database, comparison 
retrieval system, 83 
patient care; tuberculosis clinic, algorithms, 278 
Nutrition 
enteral; pharmacists, hospital, role, trends, 857 
parenteral; compounding, comparison, two methods, 821; 
costs, home, comparison, hospital, 260; emulsions, fats, 
i.v., microbial growth patterns, 1650; home, programs, 
evaluations, patients, 1646; hospital pharmacy work 
assessment, 2149; manufacturing, 2146; solutions, in 
compatibilities, aminophylline, 428 


Obesity; patients; effects, creatinine excretion, 2175 

Oklahoma; hospitals; costs, control, effects, reimburse 
ment, diagnosis-related groups, 1506 

Online, see Databases, online 

Organizations; hospital pharmacy; role, clinical phar 
macy, future, 223 

Orphan Drug Act; discussion; 791 

Osmolarity; labetalol hydrochloride; additives, injections. 
effects, incompatibilities, 1007 

Oxacillin; use; review, rational therapy, patients, 
Czechoslovakia, 995 

Oxytoxics; dinoprostone; gels, compounding, 2195 


P 


Package inserts; patients; benzodiazepines, effects, 
comprehension, survey, 828 
Packaging 
injections; stability, 1924 
unit dose; additives, injections, i.v., premixed, hospital 
pharmacy, 1043; dosage forms, liquid, oral, containers, 
effects, stability, storage, 612 
Pain; therapy; hospital pharmacists’ role, 2156 
Parasympatholytic agents; information; hospitals, 
sources, 2191 
Parenterals, see Injections 
Particle size; filtration; membranes, 1921 
Particles; contamination; cephalosporin injections, 1982; 
cephalosporins, injections, reconstituted, comparison, 
619; filters, HEPA, evaluation, method, 271 
Patient care 
clinical pharmacists; tuberculosis, clinic, algorithms, 
278 
clinical pharmacy; services, hospitals, future, 223 
Patient education 
clinical pharmacists; tuberculosis, clinic, algorithms, 
278 
contract services; clinical pharmacy, rehabilitation fa 
cility, 1529 


Annual index 


diabetes mellitus; clinical pharmacists, services, role, 
991 
drug information; comprehension, written format, 266 
hospital pharmacy; methods, recorded telephone mes- 
sages, 448 
hospitals; pharmacists, role, speciaities, program, 810 
pain; pharmacists’ role, 2156 
Patient information 
consultation; clinical pharmacists, methadone therapy, 
pain, cancer patients, 1520; contract services, clinical 
pharmacy, rehabilitation facility, 1529; diabetes mel- 
litus, clinical pharmacists’ role, 991; drugs, nonpre- 
scription, self-medication, parental, pediatrics, survey, 
1669; geriatrics, pharmacists, home health care. 1542; 
pharmaceutical services, hospitals, 1982 survey, com- 
parison, 1975, 1978, U.S., 963; pharmacists, hospital, 
role, mobile medication carts, 1539 
drug histories; and profile, allergies, interactions, hospital 
pharmacists’ role, 976; clinical pharmacists, comparison, 
physicians, hospitals, 1541 
hospital pharmacy; methods, recorded telephone mes- 
sages, 448 
medical histories; clinical pharmacists, tuberculosis 
clinic, 278 
package inserts; benzodiazepines, effects, comprehen- 
sion, survey, 828 
profile; clinical pharmacy services, 1952; comparison, 
medical records, 2191; computers, injections, hospital 
pharmacy, 406; methods, modified, hospitals, 1020 
profiles; drugs, investigational, hospital pharmacy ser 
vices, workload data, 64 
questionnaires; diabetes mellitus, use in educational need 
assessment and therapy, 991 
readability; format, writing, psychology, 266 
Patients 
discharge; prescriptions, 2153 
drugs, investigational; protocols, review, hospital phar 
macy role, 64 
outpatients; clinical pharmaceutical services, 1952; 
compliance, antidepressants, blood levels, 119; health 
care, trends, relation, drug information services, 1215; 
nutrition, parenteral, costs, comparison, hospitals, 260; 
prescriptions, call-in refills, computers, hospital phar- 
macy, 1954; prescriptions, physicians’ errors, correction, 
time studies, 414 
Pediatrics 
antibiotics; use, review, rational therapy, Czechoslovakia, 
995 
drug use; relation, anxiety, rural mothers, survey, 103 
drugs, nonprescription; use, parental role, survey, 1669 
weight; equations, and nomograms, estimates, ideal body 
mass, 107 
Penicillin G; use; hospitals, use, U.S., 1981, 797 
Penicillins 
ampicillin; additives, injections, i.v., effects, microbio- 
logical contamination, simulation, 998 
carbenic:llin disodium; incompatibilities, tobramycin, 
stability, aqueous solutions, 1013 
control; hospitals, 1957 
Pennsylvania; hospitals; costs, control, effects, reim- 
bursement, diagnosis-related groups, 1494, 1503 
Pentobarbital sodium; incompatibilities; dextrose, or 
sodium chloride, lack, effects, stability, solutions, 294 
Personnel 
aseptic areas; techniques, 1928 
drug information centers; standards, future trends, 
1213 
hospitals; antineoplastic agents, environmental toxicity, 
air pollution, effects, safety, 597; antineoplastic agents, 
toxicity, environmental, safety, 1163; controlled sub 
stances, distribution systems, costs, 801; education, 
specialties, pharmacists’ role, program, 810; purchasing, 
drugs, pharmacy, role, 67; safety, antineoplastic agents, 
handling, 1179 
Personnel, pharmacy 
additives; injections, training programs, aseptic tech 
niques, validation, 400 
compounding; injections, time studies, comparison, two 
methods, 821 
hospitals; contract services, liability, 2188; costs, financial 
reports, 1968; costs, reports, »; effects, computer 
systems upgrading, activities, 606; effects, premixed i.v 
admixtures, 1041; effects, reimbursement, diagnosis 
related groups, Pennsylvania, 1503; management in 
formation, survey, 1914; management information 
systems, 1905; nutrition, parenteral, costs, comparison, 
home, 260; work assessment, 2149 
supportive; technicians, errors, unit dose d’ ug distribu 
tion systems, hospital pharmacy, 970, technicians, 
hospitals, effects, profits, 1183; technicians, role, 
training, future, 223; technicians, safety, antineoplastic 
agents, policies and procedures, 601 
time studies; cefazolin sodium, reconstitution, compar 
ison, prefilled i.v. injections, hospitals, 1653; medication 
orders, decentralized versus centralized services, hos- 
pitals, 979 
Pharmaceutical education, see Education, pharma- 
ceutical 
Pharmaceutical News Index; drug information; online, 
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Annual index 


searching, 240 
Pharmaceutical services 
additives; injections, work assessment, 2149 
ambulatory care; pharmacists, hospital, role, cost effec 
tiveness, 1537 
clinical; and drug distribution, contracts, rehabilitation 
facility, 1529; costs, VA clinic, 1952; hospitals, man 
agement information systems, 1905; hospitals, Michi 
gan, effects, reimbursement, diagnosis-related groups, 
1499; hospitals, survey, 1914; pharmacists, hospital, role, 
practice, Maine, 609; prescribing, 1945 
decentralized; clinical, effects, mobile medication carts, 
1539; drug-distribution systems, unit dose, carts, eval 
uation, 293; drug-distribution systems, unit dose, 
comparison, centralized, costs, hospitals, 604; drug 
distribution systems, unit dose, mobile carts and com 
puter terminals, 976; drug-distribution systems, unit 
«ose, quality assurance methods, huspital pharmacy, 
4 education, pharmaceutical, clinical, hospital 
prermacists, programs, 807; effects, profits, hospital 
pharmacy, 1183; hospite: pharmacy, 2141; hospitals, 
operating room, 1192; prescriptions, discharge patients, 
2153 
drugs, investigational; hospitals, workload data, 64; in 
formation, computers, hospitals, 114 
geriatrics; compliance, monitoring, clinical pharmacists’ 
role, retirement communities, 1509 
hospital pharmacy; contracts, liability, 2188; quality 
assurance, programs, 1974-1982, review, 53 
hospitals; and education, staff and patients, specialties, 
program, 810; costs, diagnosis-related groups, economic 
strategies, 1980s, 1483; effects, reimbursement, diag 
nosis-related groups, California, 1504; effects, reim 
bursement, diagnosis-related groups, Florida, 1500; 
Illinois, 1508; North Carolina, 1496; Oklahoma, 1506; 
Pennsylvania, 1494, 1503; pharmacists’ role, medical 
family practice residencies, survey, 274; prescriptions 
call-in refills, computers, 1954; survey, 1982, compari 
son, 1975, 1978, U.S., 963 


marketing; pharmacists, hospital, directors, role, survey, 
984 


patient education; diabetes mellitus, clinical pharmacists’ 
role, 991 
Pharmacists 
consultation; drugs, nonprescription, self-medication, 
parental, pediatrics, survey, 1669; geriatrics, home 
health care, 1542 
drug information; computers, database, comparison 
retrieval systems, 83; role, searching, online databases 
librarian, 257; role, trends, 1215 
job satisfaction; factors affecting, literature review, 
391 
liabilivy; dispensing, unapproved use of »reparation, 111; 
suicides, from drug overdose, discussion, 439 
prescribing; legislation, limitations, California, 1343 
primary care; prescribing, anticoagulants, comparison, 
physicians, inpatients, 1642; services, VA clinic, 1952 
Pharmacists, clinical, see Clinical pharmacists 
Pharmacists, hospital 
administration; management, financial, directors’ role, 
1339 
attitudes; antibiotics control, 1957; wholesalers, services, 
evaluations, survey, 1658 
careers; effects, premixed i.v. admixtures, 1043; relation, 
residencies, degrees, 116 
clinical pharmacy; decentralized services, 2141; services, 
management, future, 223 
communication; health professions, effects, decentralized 
pharmacy services, 1192 
computers; systems, upgrading, effects, activities, 606 
directors; role, marketing, pharmaceutical services, 
survey, 984 
drug information; services, role, 1217 
drugs, adverse reactions; role, reports and review 
methods, 1022 
education, pharmaceutical; clinical. programs for de 
centralized services, 807; pharmacokinetics, and certi 
fication, 1524 
job satisfaction; effects, peer performance-evaluation, 
survey, 1202 
performance; job, and satisfaction, evaluation methods 
1198 
prescribing; anticoagulants, comparison, physicians, 
inpatients, 1642 
resuscitation; cardiopulmonary, manuals, evaluation 
403 
role; antineoplastic agents, safe handling, manual, 1179: 
aseptic areas, contamination control, 1928; clinical 
pharmacy, practice, information, Maine, 609; com 
pounding, dinoprostone gels, 2195; drug distribution 
and clinical services, mobile medication carts, 1539; 
drug-distribution sysiems, unit dose, decentralized 
computers, labeling, 976; education, family practice 
medical residencies, survey, 274; education, staff and 
patients, specialties, 810; effects, reimbursement, di 
agnosis-related groups, North Carolina, 1496; injection 
technology, 1920; nutrition, enteral, trends, 857; pain 
therapy, 2156; prescriptions, correction, physician er 
rors, time studies, 414 


safety; antineoplastic agents, injections, policies and 
procedures, cancer centers, 601 
salaries; directors, factors affecting, 1981 survey, 591 
Pharmacokinetics 
calculators; programmable, oral and i.v., models, 167: 
clinical; monitoring, drugs, 1637 
creatinine; clearance, 2175 
drugs; dosage schedules, relation, patient weight, equa 
tions, 1016; half-life, calculations, nomograms, 1696 
education, pharmaceutical; and certification, pharma 
cists, hospital, 1524 
Pharmacopeia! standards 
dexamethasone acetate; injections, 2165 
dexamethasone sodium phosphate; injections, 2165 
digitoxin; tablets, 2161 
nitroglycerin; tablets, 2170 
Pharmacy 
clinical, see Clinical pharmacy 
computers; databases, online, searching, 240; drug in 
formation centers, online searching, 254 
education, see Education, pharmaceutical 
personnel, see Personnel, pharmacy 
specialties; careers, relation, residencies, degrees, 116 
students; externships, geriatrics, consultation, home 
health care, 1542 
Pharmacy and therapeutics committee 
hospitals; effects, reimbursement, diagnosis-related 
groups, North Carolina, 1496; Oklahoma, 1506; Penn 
sylvania, 1503 
pharmacists, hospital; drug information, role, rational 
therapy, 1217 
relation; drug information centers, reports, 1172; drug 
information centers, review, trends, 1213 
Pharmacy, community; patient information; package 
inserts, benzodiazepines, effects, comprehension, survey, 
828 
Pharmacy, institutional, hospital 
accounting; data collection, reports, methods, 1685 
administration; information, survey, 1914; information 
systems, 1905; management, financial, 1339; reim 
bursement, strategies, 1489 
admixtures; injections, i.v., premixed, development, 1043; 
injections, work assessment, 2149 
antineoplastic agents; injections, policies and procedures, 
personnel safety, cancer centers, 601; safety, handling, 
program, 1179 
aseptic areas; contamination control, 1928; filters, HEPA, 
evaluation, method, 271 
budgets, 2181 
cefazolin sodium; injections, i.v., reconstitution, com 
parison, prefilled, costs, methods, 1653 
clinical pharmacy; effects, prescribing, 1945; practice, 
and information, Maine, 609; services, costs, 1952; ser 
vices, future, 223 
codes; bar, application, product identification, 1698 
computers; accounting, drug control, methods, 981; ad 
ditives, injections, piggyback, 406; drugs, investiga 
tional, information, hospitals, 114 
contract services; liability, 2188 
control, quality; Good Manufacturing Practices, 1936 
controlled substances; drug distribution, university, 74 
decentralized; services, 2141 
digitoxin; stability, storage, 2161 
dinoprostone; gels, vaginal, compounding, 2195 
dispensing; discharge patients, 2153 
drug-distribution systems; costs, centralized, compari 
son, decentralized unit dose, 604; unit dose, carts, de 
centralized services, evaluation, 293; unit dose, decen 
tralized, mobile carts and computer terminals, 976; unit 
dose, quality assurance methods, 970 
drug information; sources, comparison, 2191 
drugs, adverse reactions; reporting, programs, methods, 
444; reports, and review, methods, 1022 
drugs, investigational; services, workload data, 64 
education; staff, and patients, pharmacists’ role, 
specialties, program, 810 
education, pharmaceutical; continuing, pharmacoki 
netics, independent study, pharmacists, 1524 
equipment; carts, effects, drug distribution and clinical 
services, 1539 
filtration; membrane, technology, 1921 
future; history, trends, factors affecting, 1983 Harvey A 
K. Whitney Lecture Award, }315; strategies, economic, 
1980s, 1483 
health care; effects, reimbursement, diagnosis-related 
groups, California, 1504 
injections; quality assurance, 1940; technology, 1920 
inventory; control, computers, ABC/EOQ model, 70 
management; costs, health care, control, proposals, 
282 
medication orders; drug-distribution systems, time 
studies, decentralized versus centralized, 979 
nitroglycerin; stability, storage, 2170 
nutrition; enteral, role, trends, 857; parenteral, costs, 
home, comparison, hospital, 260; parenteral, manu 
facturing, 2146 
outpatients; computer systems, upgrading, effects, dis 
pensing, 606 
patient information; medical histories, quality assurance 
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program, 1541; methods, recorded telephone messages, 
448 
practice; effects, premixed i.v. admixtures, 1041; relation, 
job description and satisfaction, pharmacists, 1198 
prescriptions; refills, call-in, computers, 1954 
profits; effects, management techniques, 1183 
purchasing; group, effects, size, 263; inventory, control, 
method, 67 
quality assurance; programs, 1974-1982, review, 53 
reimbursement; services, effects, trends, methods, 586 
relation; health care, trends, costs, 1532 
reports; financial, 1968; financial analysis, 1975 
residencies; education, self-directed, Canada, question- 
naire survey, 78 
role; antineoplastic agents, injections, extravasation, 
guidelines, 1516; representatives, pharmaceutical, 
program, 989; representatives, pharmaceutical, training, 
1661 
satellites; effects, operating room pharmacy services, 
1192; patient information, profile and dispensing, 
methods, 1020 
services; effects, reimbursement, diagnosis-related 
groups, Florida, 1500; Illinois, 1508; Michigan, 1499; 
North Carolina, 1496; Oklahoma, 1506; Pennsylvania, 
1494, 1503; marketing, hospital pharmacy directors’ 
role, survey, 984; residencies, medical family practice, 
survey, 274; survey, 1982, comparison, 1975, 1978, U.S., 
963 
steroids, cortico-; stability, injections, 2165 
Pharmacy services, see Pharmaceutical services 
Phenol; effects; carbenicillin, incompatibilities, to- 
bramycin, lack aqueous solutions, 1013 
Phenytoin sodium; incompatibilities; bretylium tosylate 
effects, additives, injections, 1010; dobutamine, additives, 
injections, 1690 
Physicians 
and clinical pharmacists; services, VA clinic, 1952 
comparison, clinical pharmacists; patient information, 
medical histores, hospitals, 1541 
consultation; drugs, nonprescription, self-medication, 
parental, pediatrics, survey, 1669 
drug information; computers, database, comparison, 
retrieval systems, 83 
education; costs, therapy, and attitudes, hospital phar- 
macy reimbursement, 1489 
manpower; relation, clinical pharmacy, future, 223 
patient care; tuberculosis clinic, algorithms, 278 
prescribing; anticoagulants, comparison, pharmacists, 
inpatients, 1642; appropriateness, relation, documen- 
tation, 1513; cefazolin sodium, clinical pharmacists’ role, 
1187; clinical pharmacy services, 1945; errors, correc- 
tion, time studies, 414 
relation; clinical pharmacists, prescribing, regulatory 
limitations, California, 1343 
residencies; family practice, pharmacists’ role, survey, 
274 
role; antibiotics control, hospitals, 1957; hospitals, eco- 
nomic strategies, 1980s, 1483 
Planning and design; aseptic areas; cleanrooms, 1928 
Plastics 
comparison, glass; containers, incompatibilities, clona- 
zepam, i.v. admixtures, 1692 
containers; clindamycin, injections, i.v., stability, 91; 
diazepam, injections, stability, 417; injections, 1924; 
sorption, lorazepam injections, concentration effects, 
storage, 42 
incompatibilities; insulin, adsorption, bags, monitoring 
methods, 575; insulin, adsorption, effects, temperature, 
time, 583; insulin, bags, adsorption, 579; insulin, con- 
tainers, stability, effects, storage, 637 
Poison contro! centers; and drug information centers; 
services, combining, advantages and disadvantages, 
1219 
Policies and procedures, see Administration 
Politics; prescribing; pharmacists, and legislation, limi- 
tations, California, 1343 
Polyolefins 
containers; diazepam, injections, stability, 417 
sorption; additives, lack, Tridilset administration sets, 
118 
Polypropylene 
containers; comparison, glass, unit dose packaging, ef 
fects, stability, oral liquids, 612 
incompatibilities; insulin, containers, stability, effects, 
storage, 637 
Polyviny! chloride 
comparison, glass; containers, bretylium tosylate, lack, 
incompatibilities, admixtures, 1010; containers, in- 
compatibilities, clonazepam, i.v. admixtures, 1692 
containers; administration sets, lack, sorption, loraze- 
pam, i.v. solutions, 424; droperidol, stability, 94; effects. 
lidocaine stability, cardioplegic solutions, 97; injections, 
diazepam, stability, 417; parenteral nutrition, 2146 
incompatibilities; nitroglycerin, catheters, 1980 
Potassium; and diuretics; therapy, long term, effects, 
ambulatory geriatrics, 409 
Potassium chloride 
combination, dextrose; incompatibilities, ceftriaxone 
injections, 2193 


injections; intravenous, cardioplegic, lidocaine stability, 
glass and polyviny! chloride containers, 97 
Potency; drugs; liquid, oral, stability, effects, unit dose 
packaging, storage, 612 
Povidone-iodine; incompatibilities; benzoin, tincture 
compound, pH, mixtures, 1694 
Precipi*ates; ketoconazole; tablets, buffer solutions, ef- 
fects, pH, in vitro, 1334 
Precipitation; dobutamine hydrochloride; injections, 
incompatibilities, additives, LVP solutions, 1690 
Prednisone; dissolution rates; tablets, lack, effects, 
storage in counting machines, 623 
Prescribing 
anticoagulants; pharmacists, and physicians, inpatients, 
1642 
cefazolin sodium; effects, physicians, education, clinical 
pharmacists’ role, 1187 
clinical pharmacists; rational therapy, costs, 1952 
pharmacists; effects, reimbursement strategies, 1489; 
legislation, limitations, California, 1343 
physicians; appropriateness, relation, documentation, 
1513; clinical pharmacy services, 1945; costs, hospital 
pharmacy, 1975 
sedatives and hypnotics; rational therapy, effects, hos- 
pitalization, patients, 446 
Prescriptions 
antibiotics; control, hospitals, 1957 
compliance; patients, effects, mobile medication cart 
services, hospital pharmacy, 1539 
directions; and refills, relation, physician prescribing 
appropriateness, 1513; comprehension, written format, 
266 
dispensing; discharge patients, 2153 
drug use; relation, anxiety, rural mothers and children, 
survey, 103 
patient information; format, writing, psychology, 266 
pricing; accounting, computers, inventory control 
methods, hospital pharmacy, 981; effects, profits, hos- 
pital pharmacy, 1183; effects, stock reduction, carts, 
hospital pharmacy, 1192; unit dose, decentralized, 
hospital pharmacists’ role, 976 
refills; hospital pharmacy, call-in, com uters, 1954 
stop orders; hospital pharmacy, i.v. aumixtures, 2149 
writing; errors, physicians, correction, time studies, 
414 
Pricing 
drugs; hospitals, group purchasing, 263 
medication orders; decentralized pharmaceutical ser- 
vices, 2141 
reimbursement; diagnosis-related groups, effects, 
pharmaceutical services, hospitals, North Carolina, 
1496; effects, hospitals, diagnosis-related groups, 
Pennsylvania, 1494; prospective, diagnosis-related 
groups, health care, 1493 
Procainamide; incompatibilities; lack, dobutamine, ad 
ditives, injections, 1690 
Procainamide hydrochloride; incompatibilities; 
bretylium tosylate, lack, effects, additives, injections, 
1010 
Professional competence 
clinical pharmacists, comparison, physicians, patient 
information, medical histories, hospitals, 1541 
pharmacists; prescribing, legislation, limitations, Cali- 
fornia, 1343 
pharmacists, hospital; drug information, services, ASHP 
role, 1217 
Professional fees; drug information centers; funds, future 
trends, 1215; regional, future trends, 1213 
Professionalism; pharmacists; job satisfaction, factors 
affecting, literature review, 391; liability, dispensing, 
unapproved use, 111 
Profits; hospital pharmacy; effects, management tech- 
niques, 1183 
Protocols 
algorithms; clinical pharmacists, patient care, tubercu- 
losis clinic, 278; health care, effects, reimbursement, 
diagnosis-related groups, North Carolina, 1496 
anticoagulants; dosage, prescribing, pharmacists and 
physicians, inpatients, 1642 
antineoplastic agents; injections, i.v., extravasation, 
1516 
drugs, investigational; computers, information, phar- 
macy services, hospitals, 114; data processing, hospitals, 
discussion, 114; review, hospital pharmacy services, 
workload data, 64 


Pp. 
aer 


contamination; emulsions, 
fats, i.v., simulation, growth patterns, 1650 
Psychology; patient information; readability, format, 
writing, 266 
Psychotherapeutic agents 
information; hospitals, sources, 2191 
lithium carbonate; dissclution, antacids, in vitro, 825 
Purchasing 
bid; costs, hospital pharmacy, reimbursement strategies, 
1489 
controlled substances; hospital pharmacy, control, uni- 
versity, 74 
drugs; hospital pharmacy, computers, ABC/EOQ model, 
70 


group; drugs, hospitals, 263; hospital pharmacy, effects, 


reimbursement, diagnosis-related groups, Pennsylva- 
nia, 1494; hospital pharmacy, inventory control, 
method, 67 
hospital pharmacy; effects, reimbursement, diagnosis- 
related groups, Pennsylvania, 1503; methods, effects, 
profits, 1183; quality assurance, programs, 1974-1982, 
review, 53; wholesalers, services, pharmacists’ evalua- 
tions, 1658 
Purity; technetium Tc 99m pentetate; chromatography, 
miniature systems, evaluations, 629 


Q 


Quality assurance 
controlled substances; drug distribution, university, 
hospital pharmacy control, 74 
drug-distribution systems; unit dose, error control 
methods, hospital pharmacy, 970 
drug information centers; guidelines, trends, 1213 
filtration; membrane, 1921 
guidelines; antineoplastic agents, injections, extravasa- 
tion, management, 1516 
health care; effects, reimbursement, prospective pricing, 
1493 
hospital pharmacy; programs, 1974-1982, review, 53 
injections; industry, pharmaceutical, 1920; intravenous 
admixtures, 1940 
patient information; medical histories, hospital phar- 
macy, 1541 
pharmaceutical services; effects, reimbursement, diag- 
nosis-related groups, hospitals, North Carolina, 1496 
reimbursement; hospitals, effects, diagnosis-related 
groups, Michigan, 1499 
Quality control, see Control, quality 
Questions and Answers, 26, 198, 373, 551, 753, 939, 1142, 
1299, 1455, 1613, 1871, 2110 
Advantages of ASHP’s full-text database, 1613 
ASHP’s public relations and consumer information ac- 
tivities, 1455 
Hospital pharmacy manpower needs, 1299 
Currentness of information in the bound Formulary 
Service, 2110 
Justifying purchase of a laminar-flow hood, 26 
Liability of dispensing laetrile, 26 
Manual versus computer search of pharmacy practice- 
related topics, 753 
Pharmaceutical service requirements in the proposed 
federal conditions of participation, 2110 
Pharmacists as primary investigators in drug studies, 
1871 
Pharmacists’ obligation to review drug therapy, 753 
Pharmacists’ right of access to medical records, 1455 
Preferred provider organizations, 551 
Prescribed “contraband” in hospitals, 1456 
Resale of bid-purchase pharmaceuticals, 1142 
Review of manuscripts submitted for publication, 
1871 
Scope of prescribing authority for nonphysician practi- 
tioners, 1299 
Selection of FDA advisory committee members, 1614 
“Standard times” in ASHP’s hospital pharmacy man- 
agement information system, 939 
Status of pharmacy robbery legislation, 26 
Tax Equity and Fiscal Responsibility Act of 1982, 198 
TEFRA ban on reimbursement for ineffective drugs, 
373 
Using the AHFS Drug Information 84 as a hospital- 
specific formulary, 2110 
Quinidine gluconate; incompatibilities; bretylium tos- 
ylate, lack, effects, additives, injections, 1010 


Radiopharmaceuticals 
indium In 111 oxine; interactions, acetaminophen, 
1965 
information; management, computerized retrieval sys- 
tem, 818 
technetium Tc 99m pentetate; purity, evaluations, 
miniature chromatography systems, 629 
technetium Tc 99m pertechnetate; effects, S. epider- 
midis, turbidity, in sodium chloride solutions, 634 
technetium Tc 99m sulfur colloid; contamination, envi- 
ronment, aerosols, 1695 
Radiopharmacy; computers; administration, effects, 
information retrieval, 818 
Rate constants; carbenicillin; incompatibilities, to 
bramycin, stability, lack, effects, concentration, 1013 
Rational therapy 
antibiotics; control, hospitals, 1957 
antibiotics; use, review, patients, Czechoslovakia, 995 
cefazolin sodium; clinical pharmacists, role, hospitals, 
1187 
clinical pharmacy; services, VA clinic, 1952 
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drugs; liability, ph di: d use, 
111; pharmacists, hospital, role, drug information ser- 
vices, 1217 

methadone; pain, clinical pharmacists’ intervention, 
cancer patients, 1520 

pain; hospital pharmacists’ role, 2156 

prescribing; clinical pharmacy services, 1945; physicians, 
appropriateness, relation, documentation, 1513 

— hypnotics; effects, hospitalization, patients, 


Readebiliey, patient information; format, writing, psy- 
chology, 266 

Records 

computers; accounting, drug control, hospitals, methods, 
981 


controlled substances; drug distribution, university, 
hospital pharmacy control, 74 
medical; comparison, patient profile, 2191; prescribing, 
physicians, relation, appropriateness, 1513; reim- 
bursement, effects, diagnosis-related groups, Michigan 
hospitals, 1499 
patient information; clinical pharmacists, use in fol- 
low-up, 991 
radiopharmacy; effects, comp ized ag’ in- 
formation retrieval system, 818 
Reflections, 676, 861, 1044, 1107, 1689, 1979, 2199 
Regulations 
drugs; orphan, development, 791 
health care; budgets, 1984 federal proposal, 835; U.S., 
antitrust, Supreme Court decisions, 1537 
Rehabilitation facilities; contract services; hospitals, 
clinical pharmacy and drug distribution, 1529 
Reimbursement 
clinical pharmacists; services, patient education of dia- 
betes mellitus, 991 
contract services; clinical pharmacy, and drug distribu- 
tion, rehabilitation facility, 1529 
health care; effects, 1984 federal budget proposal, 835; 
reimbursement, hospitals, effects, diagnosis-related 
groups, Michigan, 1499 
hospital pharmacy; effects, financial management, 1339; 
effects, profits, 1183; management, strategies, 1489 
hospitals; education, pharmaceutical representatives, 
1661; serivces, trends, methods, 586 
prospective; diagnosis-related groups, effects, health 
care, hospital pharmacy services, California, 1504; di- 
agnosis-related groups, effects, hospital pharmacy 
services, Florida, 1500; Illinois, 1508; Oklahoma, 1506; 
Pennsylvania, 1494, 1503; diagnosis-related groups, 
effects, pharmaceutical services, hospitals, North 
Carolina, 1496; diagnosis-related groups, hospitals, 
economic strategies, 1980s, 1483; diagnosis-related 
groups, hospitals, Michigan, 1499; pricing, diagnosis- 
related groups, health care, 1493; reports, hospital 
pharmacy, 1968 
third party; relation, drug use, rural mothers and chil- 
dren, survey, 103 
Replacement solutions 
contamination; microbiological, injections, i.v., simula- 
tion, 298 
incompatibilities; lack, dobutamine, LVP solutions, 


information; hospitals, sources, 2191 
Reports 
accounting; hospital pharmacy, data collection, methods, 
1685 
drugs, adverse reactions; and review, hospital pharmacy, 
methods, 1022 
financial; hospital pharmacy, 1968; hospital pharmacy, 
analysis, 1975; hospital pharmacy, effects, management, 
1339 
Repr ives, phar ical 
education; hospital pharmacy, role, 1661 
hospitals; program, activities, 989 
relation; physicians, hospitals, p! 
1489 
Research 
education, pharmaceutical; clinical pharmacy, future, 
223 
pharmacists; role, medical family practice residencies, 
survey, 274 


diopul y; manuals, pharmacists, 


evaluation, 403 
Retirement communities; clinical pharmacists; role, 
geriatrics, compliance, monitoring, medication, 1509 
Rheology; gels; dinoprostone, vaginal, 2195 
and isoniazid; tuberculosis, clinic, clinical 
pharmacists’ role, algorithms, 278 
RINGDOC; drug information; online, searching, 240 
Ringer’s injection; diluents; cephradine, injections, 
stability, effects, alkalinizing agents, pH, 432 
Ringer’s injection, lactated 
additives; lorazepam, i.v., solubility, pH effects, 424 
and dextrose; incompatibilities, dobutamine, lack, LVP 
solutions, 1690 
diluents; cephradine, injections, stability, effects, al- 
kalinizing agents, pH, 432 
incompatibilities; bretylium tosylate. large-volume i.v 
admixtures, 1010; ceftriaxone, i.v., 2193 
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Annual index 
a 
R 


Annual index 


injections; clindamycin, i.v., stability, glass and plastic 
containers, 91; droperidol, effects, stability, glass and 
polyvinyl chloride containers, 94 
Robinson-Patman Antidiscrimination Act; pricing; 
laws, effects, discounts, U.S. Supreme Court antitrust 
decisions, 1537 


Safety 
antineoplastic agents; hospital pharmacy, role, handling, 
1179 
personnel; antineoplastic agents, contamination, hospital 
environment, handling recommendations, 1163; anti 
neoplastic agents, policies and procedures, cancer 
centers, 601; hospitals, antineoplastic agents, environ 
mental toxicity, air pollution, 597 
Safflower oil; emulsions; intravenous, microbial growth, 
2159; intravenous, microbial growth patterns, 1650 
Salaries 
personnel, pharmacy; technicians, effects, hospitals, 
management techniques, 1183 
pharmacists, hospital; directors, factors affecting, 198 
survey, 591; drugs, investigational, services, research 
overhead, 64 
SCISEARCH; drug information; online, searching, 240 
Sedatives and hypnotics 
benzodiazepines; package inserts, patients, effects 
comprehension, survey, 828 
diazepam; stability, PVC containers and administratior 
sets, 417 
lorazepam; solubility, i.v. additives, sorption, storage, 
PVC administsration sets, 424 
pain; therapy, pharmacists’ role, 2156 
pentobarbital sodium; incompatibilities, dextrose or 
sodium chloride, lack, effects, stability, solutions, 294 
rational therapy; effects, hospitalization, patients, 446 
Serum concentrations; cephalosporins; effects, inter 
actions, creatinine tests, 435 
Sex; pharmacists, hospital; directors, effects, salaries, 1981 
survey, 591; role, medical family practice residencies 
survey, 274 
Size 
hospitals; effects, pharmacy costs, 1914; effects, phar 
macy directors’ salaries, 1981 survey, 591; purchasing, 
group, effects, drug prices, 263 
patients; and weight, relation, equations, dosage calcu 
lations, 1016 
Sociology 
drug use; relation, anxiety, rural mothers and children 
survey, 103 
health care; effects, hospital pharmacy, costs, 1532 
nutrition; parenteral, home, patients, 1646 
relation; hospital pharmacy, future trends, Harvey A. K 
Whitney Lecture Award, 1315 
Sodium bicarbonate 
incompatibilities; dobutamine, LVP solutions, 1690 
labetalol hydrochloride, additives, injections, 1007 
injections; intravenous, cardioplegic, lidocaine stability 
glass and polyviny! chloride containers, 97 
Sodium bisulfate; effects; carbenicillin, incompatibilities 
tobramycin, lack, aqueous solutions, 1013 
Sodium carbonate; alkalinizing agents; cephradine, in 
jections, stability, effects, concentration and pH, 432 
Sodium chloride 
alone and with dextrose; incompatibilities, ceftriaxone 
injections, 2193; incompatibilities, dobutamine, lack, 
LVP solutions, 1690 
effects; carbenicillin, incompatibilities, tobramycin 
aqueous solutions, 1013 
incompatibilities; bretylium tosylate, large-volume i.v 
admixtures, 1010; cimetidine hydrochloride, ad 
mixtures, injections, i.v., effects, thawing, 1002; pen 
tobarbital sodium, lack, effects, stability, solutions, 
294 
injections; additives, i.v., lorazepam, solubility, pH ef 
fects, 424; clindamycin, i.v., stability, glass and plastic 
containers, 91; clonazepam, incompatibilities, con 
tainers, i.v. admixtures, 1692; diluents, cephradine 
stability, effects, alkalinizing agents, pH, 432; droperi 
dol, effects, stability, glass and polyvinyl chloride con 
tainers, 94; intravenous, cardioplegic, ~~“ stability, 
glass and polyviny! chloride containers, 97; intravenous, 
effects, additives, adsorption, filters, 1 Ad intravenous, 
microbial growth, 2159; methylprednisolone sodium 
succinate, effects, stability, 1329; stability, diazepam, 
PVC containers, 417 
solutions; technetium Tc 99m pertechnetate, effects, S 
epidermidis, turbidity, 634 
Solubility 
ketoconazole; tablets, effects, pH, in vitro, 1334 
lithium carbonate; effects, antacids, in vitro, 825 
lorazepam; additives, i.v. solutions, pH effects, 424 
Solutions 
benzoin; tincture compound, incompatibilities, povi 
done-iodine, mixtures, pH, 1694 
sodium chloride; ard technetium Tc 99m pertechnetate 
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effects, S. epidermidis, turbidity, 634 
Solvents; effects; diazepam, stability, PVC containers, 
417 
Sorption 
diazepam; containers, sets, PVC, 417 
droperidol; polyvinyl! chloride, containers, Ringer's in- 
jection lactated, 94 
lidocaine hydrochloride; solutions, cardioplegic, polyvinyl! 
chloride containers, 97 
lorazepam; additives, i.v., PVC administration sets, 
concentration effects, 424 
polyolefins; additives, lack, Tridilset administratior sets, 
118 
Soybean-casein digest medium; contamination; mi 
crobiological, 2159 
Soybean oil; emulsions; intravenous, microbial growth 
patterns, 1650; intravenous, microbial growth, 2159 
Specialties 
drug information; residencies, accreditation standards, 
ASHP role, 1217 
hospital pharmacy; education, hospital staff and pa 
ients, pharmacists’ role, program, 810; effects, reim 
bursement, diagnosis-related groups, North Carolina, 
1496 
Spectrophotometry, atomic absorption; lithium; dis 
solution, effects, antacids, in vitro, 825 
Spironolactone; combination, hydrochlorothiazide; alone 
and with potassium, therapy, long-term, effects, ambu 
latory geriatrics, 409 
Stability 
additives; injections, i.v., incompatibilities, filters, ad 
sorption, 1323 
allopurinol; suspensions, effects, storage, temperature 
616 
antineoplastic agents; suspensions, effects, storage, 
ternperature, 616 
benzoin; tincture compound, incompatibilities, povi 
done-iodine, pH, mixtures, 1694 
bretylium tosylate; incompatibilities, additives, injec 
tions, large volume, 1010 
carbenicillin disodium; incompatibilities, tobramycin 
sulfate, effects, 1013 
ceftriaxore sodium; incompatibilities, i.v. injections, 
2193 
cephalosporins; impurities, injections, 1982; incompat 
ibilities, additives, dextrose injections, 1024 
cephradine; injections, effects, alkalinizing agents, con 
centration and pH, 432 
cimetidine hydrochloride; admixtures, injections, i.v., 
effects, thawing, 1002; effects, containers, unit dose 
packaging, oral liquids, 612 
clindamycin phosphate; injections, i.v., glass and plastic 
containers, 
clonazepam; incompatibilities, containers, glass, plastics, 
iv. admixtures, 1692 
dexamethasone acetate; sterile suspensions, 2165 
dexamethasone sodium phosphate; injections, 2165 
diazepam; containers, PVC, and administration sets, 
417 
digitoxin; tablets, storage, 2161 
dobutamine hydrochloride; injections, i.v., additives, 
LVP solutions, 1690 
droperidol; injections, i.v., glass and polyvinyl! chloride 
containers, 94 
drugs; temperature, refrigerated, manufacturers’ data, 
survey, 101 
furosemide; effects, containers, unit dose packaging, oral 
liquids, 612 
gels; dinoprostone, vaginal, 2195 
gentamicin sulfate; injections, inline filters, adminis 
tration sets, 1961 
injections; containers, closures, 1924; fat emulsions, i.v., 
microbial growth, 2159 
insulin; incompatibilities, plastics, adsorption, effects, 
temperature, time, 583; incompatibilities, plastics, bags, 
adsorption, 579; incompatibilities, plastics, containers, 
effects, storage, 637; incompatibilities, plastics, effects, 
adsorption, bags, monitoring methods, 575 
labetalol hydrochloride; additives, injections, effects, 
incompatibilities, 1007 
lidocaine hydrochloride; solutions, cardioplegic, glass and 
polyvinyl chloride containers, 97 
lorazepam; additives, i.v., sorption, PVC bags and ad 
ministration sets, 424 
methylprednisolone sodium succinate; injections, in 
dextrose or sodium chloride, 1329 
nitroglycerin; polyvinyl] chloride catheters, 1980; tablets, 
storage, 2170 
pentobarbital sodium; incompatibilities, dextrose or 
sodium chloride, lack, effects, solutions, 294 
povidone-iodine; incompatibilities, benzoin, tincture 
compound, pH, mixtures, 1694 
safflower oil; emulsions, i.v., microbial growth patterns, 
1650 
soybean oil; emulsions, i.v., microbial growth patterns, 
1650 
tablets; dissolution rates, lack, effects, storage in counting 
machines, 623 
technetium Tec 99m pentetate; purity, evaluations, 
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miniature chromatography systems, 629 
theophylline; effects, containers, unit dose packaging, 
oral liquids. 612; solutions, parenteral nutrition, 428 
verapamil hydrochloride; incompatibilities, additives, 

injections, 1205 
Standards 
control, quality; hospital pharmacy, GMP, 1936 
drug information; residencies, accreditation, ASHP role, 
1217 
drug information centers; guidelines, trends, 1213 
Staphylococcus epidermidis; effects; technetium Tc 
99m pertechnetate, turbidity, in sodium chloride solu- 
tions, 634 
Staphylococcus species; contamination; emulsions, fats, 
i.v., simulation, growth patterns, 1650 
Statistics 
injections; intravenous, computers, hospital pharmacy, 


pharmacy services; hospitals, 1982 survey, comparison, 
1975, 1978, U.S., 963 
Sterility 
control; aseptic areas, 1928 
dinoprostone; vaginal gels, 2195 
tests; effects, filtration, 1921 
Steroids, cortico- 
dexamethasone acetate; stability, sterile suspensions, 
2165 
dexamethasone sodium phosphate; stability, injections, 
2165 
methylprednisolone sodium succinate; stability, injec- 
tions, in dextrose or sodium chloride, 1329 
prednisone; dissolution rates, tablets, lack, effects, 
storage in counting machines, 623 
Stock; wholesalers; management, hospital pharmacists’ 
evaluations, 1658 
Storage 
admixtures; injections, i.v., effects, premixing, 1041; in- 
jections, i.v., premixed, effects, hospital pharmacy, 
1043 
allopurinol; suspensions, effects, stability, 616 
antineoplastic agents; suspensions, effects, stability, 
616 
carbenicillin disodium; incompatibilities, tobramycin, 
effects, stability, 1013 
ceftriaxone sodium; incompatibilities, iv. injections, 
2193 
cephalosporins; incompatibilities, additives, effects, 
stability, dextrose injections, 1024 
clindamycin phosphate; injections, i 
and plastic containers, 91 
controlled substances; university, hospital pharmacy 
control, 74 
diazepam; injections, stability, PVC containers, 417 
digitoxin; tablets, stability, 2161 
droperidol; injections, i.v., stability, glass and polyvinyl! 
chloride containers, 94 
drugs; temperature, refrigerated, manufacturers’ data, 
survey, 101 
drugs, investigational; data processing, hospitals, dis- 
cussion, 114; information, computers, pharmacy ser- 
vices, hospitals, 114 
effects; stability, oral liquids in unit cose packaging, 
containers, 612 
emulsions; fats, i.v., microbial growth, 2159 
insulin; incompatibilities, plastics, containers, effects, 
stability, 637 
labetalol hydrochloride; additives, injections, lack, ef- 
fects, incompatibilities, 1007 
lidocaine hydrochloride; stability, cardioplegic solutions, 
glass and polyviny! chloride containers, 97 
lorazepam; injections, i.v., PVC bags, sorption, concen- 
tration effects, 424 
methylprednisolone sodium succinate; turbidity, effects, 
diluents, 1329 
nitroglycerin; tablets, stability, 2170 
steroids, cortico-; injections, stability, 2165 
tablets; counting machines, lack, effects, dissolution rates 
and content uniformity, 623 
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Technetium Tc 99m graphy; purity, 
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patient information; hospital pharmacy, recorded mes- 
sages, methods, 448 
prescriptions; hospital pharmacy, call-in refills, com- 
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Time studies 
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hospital pharmacy; services, 2149 
injections; intravenous, piggyback, containers, compar- 
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personnel; hospitals, costs, controlled substances dis- 
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Toxicity 
see also Drugs, adverse reactions 
antibiotics; clinical pharmacy services, 1945 
anticoagulants; side effects, prescribing, pharmacists and 
physicians, inpatients, 1642 
antineoplastic agents; injections, i.v., administration 
errors, extravasation, 1516 
antituberculars; monitoring, clinical pharmacists, clinic, 
278 
diuretics; effects, laboratory test values, long-term 
therapy, ambulatory geriatrics, 409 
drugs; reports, and review, hospital pharmacy, methods, 
1022 
methadone; effects, pharmacists’ intervention, pain 
therapy, cancer patients, 1520 
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service, 1542 
nutrition; parenteral, home, evaluations, programs, pa- 
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Toxicity, environmental 
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injections, policies and procedures, personnel safety, 
cancer centers, 601; pollution, air, effects, personnel 
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tion, method, 271 
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ronment, radioactive aerosols, 1695 
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Trimethoprim; combination, sulfamethoxazole; use, 
review, rational therapy, patients, Czechoslovakia, 995 
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417 
Turbidity 
methylprednisolone sodium succinate; effects, concen- 
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Staphylococcus epidermidis; effects, technetium Tc 99m 
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United States 
antibiotics; hospitals, use, 1981, 797 
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budgets; health care, 1984 federal proposal, 835 
hospital pharmacy; history, future trends, factors af- 
fecting, 1983 Harvey A. K. Whitney Lecture Award, 
1315 
laws; health care, antitrust, effects, Supreme Court cases, 
639 
pharmacy services; hospitals, 1982 survey, comparison, 
1975, 1978, 963 
United States Pharmacopeia 
dexamethasone acetate; injections, 2165 
dexamethasone sodium phosphate; injections, 2165 
digitoxin; tablets, 2161 
nitroglycerin; tablets, 2170 
Utilization review, drugs, see Drug-use review 


Vasodilating agents 
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Vi ity; gels; dinop . Vaginal, 2195 
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Volume 
effects; diazepam, injections, stability, PVC containers, 
417; stability, oral liquids in unit dose packaging, con- 
tainers, 612 
injections; lidocaine, effects, stability, polyvinyl chloride 
c 97; | effects, sorption, PVC bags, 
storage, 424 
nutrition; parenteral, calculations, 2146 
Volume of distribution, see Drugs, body distribu- 
tion 
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Warfarin; prescribing; pharmacists, and physicians, 
therapy, inpatients, 1642 
Wastage; injections; intravenous, computers, hospital 
pharmacy, 406 
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policies and procedures, manual, 1179; injections, policies 
and procedures, personnel safety, cancer centers, 601 
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effects, in vitro, 825 
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Weight 
patients; effects, creatinine excretion, 2175; equations, 
relation, dosage calculations, 1016 
pediatrics; equations and nomograms, estimates, ideal 
body mass, 107 
Wholesalers; services; pharmacists, hospital, evaluations, 
survey, 1658 
Workload 
drug information centers; computers, online searching, 
costs, 254 
hospital pharmacy; budgets, 2181; data collection, ac- 
counting, reports, methods, 1685; decentralized services, 
2141; effects, mobile medication cart services, 1539; 
effects, premixed i.v. admixtures, 1041; financial re- 
ports, 1975; injections, computers, labeling, 406; i.v. 
additives, 2149; measurement, survey, 1914; measure- 
ment systems, 1905; prescriptions, call-in refills, com- 
puters, 1954; reports, 1968 
pharmacists, hospital; drugs, investigational, services, 
data, 64 


Xanthine oxidase inhibitors; allopurinol; suspensions, 
stability, effects, storage, temperature, 616 
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